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NEWS IN BRIEF 


Illinois appoints Interstate Oil Com- 
pact representative. Page 20. 


Hugh Johnson tells California oil men 


to use “discipline” to guard against 
federal oil control. Page 18. 


Minnesota-Standard Oil Co. of In- 


diana tax suit over 60° correction 
reaches stalemate. Page 16. 


* 7 * 


Curtailment of oil for German civili- 
ans seen as peril to Reich Army. Page 
24. 


* * * 


Tanker construction reaches “World 
War” stride. Page 23. 


* * * 


New oxidation test for lubrication oils 
revealed. Page 19. 


Minnesota permits sale of tax-free 
crude for tractors. Page 16. 


* * * 


Southeastern Kansas oil men form 
association. Page 18. 


* * * 


Treble damage suit defendants, 
plaintiff granted right to inspect each 
other's books. Page 24. 


NRPB's Second Report 
Seeks Federal Control 


W ASHINGTON Second part of 
National Resources Planning 
Board’s report also favors federal 
oil control. Regional committees crit- 
icize production methods. Page 14. 


CLEVELAND, OHIO 


Cole Oil Group Plans 
Southern Field Trip 


WASHINGTON—Cole oil investi- 
gating committee concludes public 
hearings in Washington and plans 
southwestern field trip to attend 
April 14 meeting of Interstate Oil 
Compact at New Orleans. Commit- 
tee’s final report is scheduled to 
be before Congress, May 1. Page 11. 


War Department Plans 
1200 Filling Stations 


WASHINGTON War Depart- 
ment is building 1200 filling sta- 
tions at 57 new cantonments to 
meet problem of rapid servicing of 
highly motorized army. Quarter- 
master Corps expects 190,000 vehi- 
cles by July 1. Page 11. 


Wage-Hour Decision 
May Hit Jobbers 


WASHINGTON Oil jobbers re- 
ceiving petroleum products across 
state lines may be held subject to 
Wage-Hour Law even though mar- 
keting operations are wholly with- 
in one state. This indication seen 
from Georgia Federal District Court 
decision involving wholesale grocery 
concern. Page 11. Texas oil field 
workers held subject to Wage-Hour 
Law. Page 22. 


Texaco Hikes Crude 7c 


CLEVELAND Advances’ by 
more purchasers of crude in all 
fields east of California were high 
lighted this week by a 7c per bbl 
jump to $1.22 posted by The Texas 
Co. for Illinois Basin oil. Page 11. 
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Editor Urges Oil Men 

To Read Hill's Paper 

Oil “conservation”’-—when 
does it cease to be such? 
and who should control it, 
the states or federal govern 
ment?, asks Editor Platt 
who advises all oil men to 
read complete text of 
George A. Hill’s paper on 
“Oil Conservation Achieve- 
ment Through The Medium 
of State Regulation”. 
Page 40. 


‘Gas’ Gallonage Soars 

In Ohio Steel Area 

In the midst of the de 
fense program’s war boom 
is Canton, Ohio, where gas- 
oline gallonage of some 
marketers has risen 30% 
with indications of bulk 
plant and service station ex 
pansion on _ the_ horizon. 
Page 25. 


‘Invisible Miles’ Aid 

Spring Change-Overs 

Marketers seeking a large 
share of Spring Change- 
Over business will find 
strong sales arguments in 
the story of Invisible Miles. 
Page 31. 


‘Pep Up’ Your Dealers 

With increasing number 
of Spring Change-Over 
sales certain for this year, 
marketers are advised to 
talk personally with their 
dealers. NPN suggests ideas 
for planning meetings and 
talks. Page 34. 
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KEEPS STOCK TRANSFERS AND DEL WET ee 
ee sl 


ee 


%& HIGH DISTANCE-SPANNING ERROR-PROOFED VISIBILITY 
* POSITIVE DIRECT TOTALIZED READINGS 

%& PATENTED SNAP-ACTION NUMERAL CHANGE 

%* INSTANT AND AUTOMATIC PRE-SET QUANTITY CONTROL 





BRODIMATIC QUANTROLS on tank trucks entirely eliminate human 
oversight and errors through ironclad control that’s fully automatic. 
No longer are stock transfers or deliveries just “approximately accu- 
rate,” for when you set the Brodimatic Quantrol it automatically 
measures out and computes the exact predetermined number of gallons 
—then shuts off. Gallonage totals with the Brodimatic are precise, 
positive and direct. They can be read more easily, more accurately, 
from greater distances. Even on long hose discharges, there's no lost 
motion, no “blind” guesses, no figure-work, no “time-outs.” A “time- 
out,” however, to find out about Brodie Meters and Brodimatic Quan- 
trols will prove exceedingly profitable for you. 


Write today for full information 


Bropie Meters w2Z4 HHUU! MAI! Quantrots 


RALPH N. BRODIE CO., INC., 950 - Glst Street, OAKLAND, California, U.S.A. e Cable Address: “BRODICO” e Division 
Offices: Chrysler Building, NEW YORK CITY e 59 East Van Buren, CHICAGO e 2815 Canton Street., DALLAS, TEXAS 
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COMING 
MEETINGS 


APRIL. 


io Safety Congress, 12th Annual, 
use, Columbus, O., Tues-Thurs., 
15-17 
Petroleum Refiners Assn.,  Ar- 
Hotel, Hot Springs, Ark., Wed.- 
April 16-18. 
an Petroleum Institute, Division of 
uction, Wm Penn Hotel, Pitts- 
Pa., Thurs.-Fri., April 17-18. 


ter New York Safety Council, Safety 


ntion & Exposition, Hotel Penn- 
a, N. Y., Tues.-Fri., April 22-25. 
um Industry Electrical Assn., 
Okla., Wed.-Fri., April 23-25. 
1! Gasoline Assn. of America, An- 
Convention, Baker Hotel, Dallas, 
Wed.-Fri., April 23-25. 


Fuel Oil Distributors Assn., Asbury Park, 

N Wed.-Fri., April 24-25 

al Petroleum Assn., semi-annual 
ng Hotel Cleveland, Cleveland, 
urs.-Fri., April 24-25. 

Petroleum and Natural Gas Conference, 
t College, Pa., 


Fri.-Sat., Apr. 25-26. 
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sas City. Mo., 
American Gas Assn., Natural Gas Sec- 


Independent Oil Men’s Assn. of New Eng- 
land, Annual Convention, Copley Plaza 
Hote q 


Society of Automotive Engineers, Produc- 


\ 
viee 


nee 


M Ly 
American Petroleum Institute, 11th Mid- 
Year 


Kia 


National Oil Scouts & Land Men’s Assn., 
) 


MAY 








Pennsylvania Natural Gas Assn., The 
Bradford District Pennsylvania Oil Pro- 
ducers Assn., Pennsylvania Grade Crude 


Assn. with 10th Pennsylvania Min- 


eral Industries Conference, Nittany Lion 


State College, Pa., Fri.-Sat., May 








American Trucking Assn., Ine., 2nd An- 


Spring Forum, Continental Hotel, 
Sun.-Wed., May 4-7. 


Dallas, Tex., Mon.-Thurs., May 


|, Boston, Mass., Thurs., May 8 


Meeting, Schroeder Hotel, Milwau- 
Wis., May 12 and 13. 


Virginia Petroleum Jobbers Assn., Spring 

ting, John Marshall Hotel, Rich- 

1ond, Va., May 15. 

Virginiz, Oil Men’s Assn., annual spring 

ting, John Marshall Hotel, Rich- 
nond, Va., Fri., 

American Institute of Chemical Engineers, 


ord 


May 16. 


Semi-Annual Meeting, Edgewater 


ch Hotel, Chicago, Ill., Mon.-Wed., 


19-21 


Meeting, Mayo Hotel, 


Tulsa, 
Mon.-Fri., May 19-22. 


Nationai Assn. of Purchasing Agents, 


Oil 


Company Buyers’ Group) Stevens 


tel, Chicago, Mon.-Thurs., May 26- 





is, Tex Thurs.-Sat., May 29-31. 


JUNE 
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phur Springs W Va., 


Kentucky Oi & Gas Assn., 


viee 


Natic 





seciety of Automotive Engineers, Sum- 


Meeting, The Greenbrier, White 
4 Sun-Fri., 


ine 1-6 
Illinocis-Indianz Petroleum Assn., 9th An- 


Petroleum Conference, Robinson, 
Sat., June 7 


Pennsylvanie Grade Crude Oil Assn., An- 


Meeting, Bradford ra, 


Thurs. - 
June 19-20 

Mid-Year 
ing Lexington, Ky., Fri.-Sat., 


20-21 


American Society for Testing Materials, 


Annual Meeting, Palmer House, 
igo, ll., Mon.-Fri., June 23-27 





AUGUST 


National Assn. of Petroleum Retailers, 


Annual Convention, La Salle Hotel, 
go, Ill., Tues.-Thurs., Aug. 19-21 
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American Chemical Society, Atlantic City. 
4 ~ ») 


Mon.-Fri., Sept. 8-1 


National Petroleum Assn., Hotel Tray- 
N. J 


Atlantic City Wed.-Fri., 
17-19 


Society of Automotive Enginecrs, Na- 


rractor Meeting, Schroeder Hotel, 
ikee, Wis., Thurs.-Fri., Sept. 25- 


nal Lubricating Grease Institute, 9th 
il leeting, Stevens Hotel. Chi- 
[1] Mon.-Tues., Sept. 29-30 
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OCTOBER 


Mid-Continent Oi' & Gas Assn., 
nont, Tex Tues.-Thurs Oct. 9- 


an Institute of Mining & Metal- 
ical Engineers, Petroleum Division, 
rex., Thurs.-Sat., Oct. 16-18 
of Automotive Engineers, Na- 
Aircraft Production Meeting 
€ Los Angeles. Calif 
Sat Oct. 30-Nov 
nin Natural Gasoline Assn., Los 
es. Calif Fri., Oct. 31 


Hy tel 
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NEWS 
New York, 50 W. 50th Street, 
Telephone Columbus 5- 
1516 and 5-1517. 
Washington, D. C., 1002 Na- 
tional Press Bidg., Tele- 
phone, NAtional 0654. 




















NOVEMBER 


an Petroleum Institute, 22nd An- 
Meeting, San Francisco, Calif.: 
Fri Nov 3-7 









Tulsa, Okla., 904 World 
Bidg., Telephone, 3-7132. 


More Companies Advance Mid-Continent 
Texaco Posts Higher Price For Illinois Crude 
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THIS WEEK 
WITH NPN 


‘MAN OF THE WEEK’ 





Each week, NPN intro- 
duces an _ outstanding oil 
personality—a human part 
of this great oil business. 
Fifty-two times each year, 
you'll find this “man of the 
week” on our frontispiece 
where we report his latest 
achievement, his back- 
ground and outside inter- 
ests. 


BOOKS 





“This Fascinating Oil 
Business,” by Max Ball, is 
maintaining a steady popu- 
larity among Oil Men be- 
cause of its complete story 
of oil from well to pump. 
Indication of this interest 
is shown in an inquiry from 
a company operating 1700 
retail outlets, This company 
asks NPN to quote quan- 
tity prices in view of mak. 
ing a large purchase of this 
book. If you haven't read 
this book, copies are avail- 
able from NPN at $3 each. 


NPN HELPS 





Does NPN help market- 
ers increase their business? 
Yes, definitely, says a let- 
ter from a large western 
oil marketer. This company 
operates bulk plants and 
service stations and during 
the first part of this year 
has built several new mod- 
ern-type service stations. 
“By our eliminating obso- 
lete leases and by using 
modern sales ideas such as 
have been’ published in 
NPN we have increased our 
gallonage in 1940 over 1939 
by 100,000 gals.,” says the 
president. All of which 
proves the value of putting 
into use NPN’s sales and 
merchandising ideas. 







NPN FILES 


NPN’s usefulness grows 
with the years and that is 
one reason why our sub. 
scribers are building perma- 
nent files of their weekly 
copies of NPN. One of the 
largest oil companies in 
Oklahoma _ writes asking 
for binders of _ sufficient 
size to hold one complete 
year’s issues. While we do 
not furnish binders, we sug- 
gested that any local book- 
binder would be able to do 
the job at a moderate price. 
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RUST 


AT ITS WORST 


RUST-BAN* PROTECTS REFINERY EQUIPMENT 


Refineries, where corrosive conditions are most severe, have been the proving 











ground for many of the Rust-Ban products. By effectively conquering rust under 
refinery conditions, Rust-Ban has won the confidence of protective coating users in 
other industries. If Rust is your problem, “refinery tested”? Rust-Ban can assist you. 


Write your nearest marketer for complete information. 





S. Pat. Office 





* Registered U. 


RUST-BAN—The most complete line of rust preventives on the market—is sold: In New York and New 
England by Colonial Beacon Oil Co., New York City @ In Pennsylvania by Standard Oil Co. of Pennsylvania, 
Philadelphia, Pa. @ In New Jersey, Delaware, Maryland, District of Columbia, Virginia, West Virginia, 
North Carolina and South Carolina by Standard Oil Company of New Jersey, New York City © In Arkansas, 
Louisiana, Tennessee by Standard Oil Company of Louisiana, New Orleans, La. @ In Texas by Humble Oil 
& Refining Company, Houston, Texas @ In Oklahoma and Kansas and parts of Missouri by The Carter Oil 
Company, Tulsa, Oklahoma ¢ In Kentucky, Georgia, Florida, Alabama and Mississippi by Standard Oil 
Company (Ky.), Louisville, Kentucky ©¢ In Alaska. Arizona, California, Hawaiian Islands, Idaho, Nevada, 
Oregon, Utah, and Washington by Standard Oil Company of California, San Francisco, California ¢ In 
other states by Penola Inc., Pittsburgh, Pa. @ In Canada by Imperial Oil Lid., Toronto, Canada. 
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PSTATISTICS=> 





N. P. N. Gasoline Index 


Dealer Tank 
T. W. Car 
Cents per Gallon 
7 8.93 *5.48 
nth ago 8.64 §.15 
ir ago 9.51 5.89 
Dealer index is an average of “undivided’ 


ler prices, ex-tax, in 50 cities. 
rank car index is a weighted average of 9 
olesale markets for regular-grade gasoline 


Correct tank car index for March 31 was 
9° instead of 3.28c as shown in NPN of 


N. P. N. Refinery Index 
Index shown below represents 


cents per barrel (42 gallons) 
barrel of 36 gravity Mid-Con- 


The Refinery 
return in 
om refining a 


tinent crude into its various principal prod- 
ts. The index is calculated by subtracting 
current price of crude at the well from 


the average price of refined products sold at 


current quoted Oklahoma refinery prices. 
Date Margin 
April 1 46.7 
Month ago 46.3 
Year ago 18.3 


Gasoline Consumption by States. 
January 1941 





American Petroleum Institute Figures, Thou- 
sands of Gallons) 
Month of 
Jan., 1941 Jan., 1940 
bama 23,009 18,127 26.93 
zona 9,538 8,910 7.05 
Arkansas 16,914 *13,448 25.77 
California 155,271 143,582 8.14 
Colorado 17,247 15,904 8.44 
Connecticut 28,604 25,808 10.83 
Delaware 4,562 3,971 + 14.88 
Dist if Columbia 14,115 11,524 22.48 
Florida 412,848 38,276 11.94 
( gia 34,239 27,690 + 23.65 
Idaho 6,152 5,538 + 11.09 
nois 109,665 100,483 9.14 
dqalana 55,786 48,082 16.02 
wa 36,078 35,385 1.96 
nsas 32,299 28,229 14.42 
Kentucky 24,980 18,965 31.72 
uisiana 24,013 ‘ 16.33 
laine 10,090 9,493 6.29 
ryland 25,003 20,874 19.78 
Massachusetts 54,230 91,821 4.65 
Michigan 
linnesota 36,236 37,919 4.44 
lississippi 18,889 15,356 3.01 
Missouri 54,835 45,453 20.64 








Montana 7,917 6,806 16.32 
raska 17,482 15,906 9.91 
ida 2,695 2,426 + 11.09 
Hampshire 6,295 6,253 0.67 
Jersey 69,463 64,071 8.42 
Mexico 8,578 7,844 9.36 
York 143,256 135,388 5.81 
th Carolina 40,495 32,389 5.03 
th Dakota 6,072 6,317 3.88 
( 116,828 102,940 13.49 
homa 33.773 28,852 + 17.06 
gon 18,047 16,142 11.80 
nsylvania 116,955 111,413 4.97 
de Island 10,641 9,467 12.40 
th Carolina 19,928 16,667 19.57 
Dakota 562 8,465 1.15 
esset } 21,800 38.79 
104,971 17.85 
6,364 17.76 
ont 4,642 1.70 
nia 25,909 3: 
hington 27,607 23,897 
Virginia 16,461 12,136 
nsir 38,994 39,796 
ng 1,855 4,060 
t 1,749,904 1,560,402 12.14 
ills Average 56,449 50,336 12.14 
nyee from pre- 


IS veal 
change 189,502 
change 
Average 


entage 
Daily 


12.14% 


onsumption during January 1941 not avail- 


it time of publication. December 1940 con- 
tion was 106,094,000 gallons. 
revised basis tevised detail for all 
tes, by months, will be published shortly. 


REFINERY PRICES 


(Monthly prices in graphs are averages of daily high 
Weekly prices are averages of high and low prices 
Petroleum News.) 


and low 
shown in 


prices 


PER BARREL 


DOLLARS 


Zz 
°o 
< 

5) 
Lv 
x 
J 
a 


PENNA. + 
BRIGHT STOCK 


PER GALLON 


OKLA 
~~ REGULAR 
» . 


PER GALLON 


shown in 
Monday Oilgram, and in 


Plati’s 


wel ee ee ne 


194! 


eS a. Sees: *" ea 


Production and Inventory of Pennsylvania Lubricating Oils 


(Compiled by National Petr. Ass'n. from 


Figures in 


reports of all 


bbIs. of 42 UU. S. gals.) 


Total Production 


companies which refine 


For Feb, 1941 


I—Raw Long 
and not 


Residuum (includes 
salable as, 600 fire) 


all raw long residuum below, 


2—600 Steam Refined Stock 
monly sold or used as 
stock) 


(includes all steam refined stock com- 
600 and as raw material for bright 


3—Other Steam Refined Stock (not included in 1 & 2 above) 


{—Finished Dewaxed Long Residuum 


5—Bright Stock 
above) 


(does not include any material reported in 4 


6—Viscous Neutral, below 180 vis, but not below 142 vis. at 100 
7—Viscous Neutral, 180 vis. at 100 and above 
Gasoline Consumption 
(lt. S. Bureau 
(Daily Average) 
[ ee eee Grade or Origin 
f | | Pennsylvania grade 
4 | Other Appalachian 
t ee oe ee ee ee Lima-Michigan 
Illinois-Indiana 
Arkansas 
| f rTdtte rt ao. | Kansas 


Louisiana: 
Northern 
Gulf Coast 

Mississippi 

New Mexico 

Oklahoma 

Texas 
East 
West 
Gulf 


Texas 
Texas 
Texas 

Other Texas 

Rocky Mountain 

California 

Foreign 











Total U.S 


Heavy in California 





refinable 


74,883 


244,480 
55,402 
26,708 

154,931 


71,300 


104,166 


of Mines figures, 
barrels) 


Mar. 22 
1,230 
1,410 
1,122 

21,444 
3.016 
8,747 

12,536 
4,236 
8,300 

836 
7,211 

64,189 

83,476 

19,908 

15,273 

23,330 

24,965 

15,668 

37,458 

2,514 


263,857 
2,248 


Inv 
Feb. 


Penna. 


Oilgram 
National 





crude, 


entory 
28, 1941 


33,978 


249,247 


102,212 





477,891 


13 


Crude Oil Stocks 


Mar. 29 
1,291 
1,400 
1,114 

21,807 
2.888 
8,961 

12,897 

1,342 
8,555 
789 
7,222 
64,276 
85,178 
20,561 






23,544 
25,120 
15,575 
37,221 
2,568 


266,187 
11,963 


83,889 


4,260 


thousands of 


Change 
from 
Mar, 22 
61 
10 

Ss 
363 
128 
214 


+ 2,330 
2QR5 














TO ALL 


Natural Gasoline Men 


Greetings 


FROM THE 


NATURAL GASOLINE SUPPLY MEN’S 
ASSOCIATION 


We are looking forward to seeing 


you at the 


TWENTIETH ANNUAL CONVENTION 


of the 


NATURAL GASOLINE ASSOCIATION OF AMERICA 


April 23-25, Baker Hotel 


Dallas, Texas 





Members of the Natural Gasoline Supply Men’s Association 


The American Rolling Mill Company 
The Bristol Company 

The Brown Instrument Company 
Butane-Propane News 
Chaplin-Fulton Manufacturing Company 
Chicago Bridge & Lron Company 
Clark Brothers Company 
Continental Supply Company 
Cooper Bessemer Corporation 
Joseph A. Coy Company 

The Fisher Governor Company 

The Foxboro Company 

Frick-Reid Supply Corporation 
Gasoline Plant Construction Corporation 
Goulds Pumps, Inc. 

Hanlon-Waters, Ine. 

Hercules Motors Corporation 
Ingersoll-Rand Company 

Warner Lewis Company 
Mason-Neilan Regulator Company 
C. A. Mathey Machine Works 


Merco-Nordstrom Valve Company 


Metric Metal Works 

Mid-Continent Engineering Company 

Midwest Piping & Supply Company 

Moorlane Company 

National Petroleum News 

National Tank Company 

Naylor Pipe Company 

The Oil & Gas Journal 

Petroleum Engineering, Inc. 

The Petroleum Engineer 

Pittsburgh Equitable Meter Company 

The Refiner and Natural Gasoline Manufacturer 
The Refinery Supply Company 

Taylor Instrument Company 

Tulsa Boiler & Machinery Company 

Vinson Supply Company 

Westcott & Greis, Inc. 

Woodbank Pump & Machinery Company 
Worthington Pump & Machinery Corporation 
Wyatt Metal & Boiler Works 


John Zink Burner Company 
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A.P.I. Report of Refinery Operations 


(Figures in Thousands of Barrels cf 42 Gallons Each) 


Total Siocks 
Finished & 


Per Cent Gasoline Produc- 

of Reporting tion at Refineries 

Capacity Operated inet 
Week Ended 

Apr.5 Mar. 29 


Daily Averaxe 
Crude Runs 
te Stills 
Week Ended 


Apr.5 Mar. 29 


Week Ended 
Mar, 29 


Week Ended 


Districts Apr. 5 Apr. 5 Mar. 29 
661 
125 
560 


595 
134 


DRG 


93.5 . 0,499 
RS.0 j 134 2 . eB 
83.56 
89.8 
67.1 


Ss 


200 
132 
S46 


Og 
103 
S48 
135 

rf 


122 84.4 
50 SO.8 
17 58 


Sy 69.1 
SOS 512 


69.6 
3,290 83.5 
335 


3,625 


3,266 

334 
3.660 
3,560 


92.107 
7.005 
99,112 
103,690 


Bureau of Revised 


U. 


Mines basis 


Institute 
—WEEK EN DED—- 
Apr. 5 Mar. 29 
Barrels Barrels 

(Daily Average) 
408,450 


American Petroleum figures) 





+--+ CRUDE 
fr" h+4 PRODUCTION 


+CRUDE RUNS 
TO STILLS 


19,000 


excluded) 91,150 
3 


19,000 
3,850 
109,050 
609,200 


MILLIONS OF BARRELS 


109,000 
604,500 





Natural Blended Unfinished Gasoline 


Total Stocks Gas 
OU & Distillates 
Week Ended 


Mar. 29 


Total Stocks 
Residual Fuel OU 
Week Ended 


Apr. 5 Apr.5 Mar. 29 


7,425 8,206 7.984 
3°4 9 142 


2 IRS ) 398 


8.665 
162 


2? 940 


1,904 
1,432 
7,010 
2,314 
54 
ik’) 


68,740 


94,492 
1,660 
96,152 


Stocks Aviation Gasoline 
Inciuded in Finished & 
Unfinished Gasoline Total 


Week Ended 
Apr. 5 Mar. 29 


East Coast 
HOR ee 


Interior 
911 834 


Gulf Coast 
3,319 3,292 

California 
1536 


6,217 
245 
6,462 








3,514,300 
71,140 


3,746,550 
205,428 








3,585,440 3,951,978 
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From California Mule Driver To Stripper Well President 


From driving a team of “ornery mules” hauling pipe across California’s 
San Joaquin Valley in 1906, for $1.50 a day, to owning over 50 respectable- 
sized oil wells in six different California oil fields in 1941, accounts for most 
of the years, to date, of A. D. (Dick) Mitchell, newly-elected president of 
California Stripper Well Assn. 

Licking, Mo., was the locale of Mr. Mitchell’s birth in 1886, and his 
early days as a farm boy in the Ozarks have left a host of picturesque 
anecdotes. A fellow director of an oil company tells the story that “Dick” 
as a boy owned every mule within 25 miles of his home in Missouri. “In 
fact, they breathed a sigh of relief when Dick went to California because 
he had traded his way into a mule monopoly before he was 20 years old.” 

Missouri was a good training ground for entrance into the rugged bat- 
tle for existence that characterized earlier days of California’s oil industry. 
From driving mules in the Valley, Mr. Mitchell worked his way up through 
almost every job in the industry. From one oil company to another—ma- 
jors and independents—he worked as roughneck, floorman, driller, and fi- 
nally drilling superintendent. A short interlude for E. L. Doheney in the 
Huesteca Petroleum Co., at Tampico, Mexico, between 1912 and 1915, and 
Mr. Mitchell was back in California as an independent operator. 

By 1922, he was ready to start in the supply business for himself, and 
formed the Coast Supply Co. His oil companies prospered and expanded 


A. D. (Dick) Mitchell 


until today he is head of Lacal Oil Co., 
Mitchell Trustees, A. D. Mitchell and Son, 
Virginia Decatur Trustees, and two other 
smaller oil producing concerns. His 51 
producing wells place him in the top 
bracket of individual independent oil pro- 
ducers in the state. 

For relaxation he still follows his boy- 
hood sport of shooting. Said to be one of 
the best shots in the state, he owns a rare 
collection of rifles that fills one entire wall 
of his den, a log cabin built adjoining his 
home on a hill overlooking the Pacific. 
Another hobby is collecting canes, and 
it’s rare fun to hear him tell about out- 
trading an Arab for a Malacca stick in a 
dingy Cairo street on one of his round- 
the-world trips with his wife and son. 
No mention of hobbies would be complete 
without mention that “Dick” is noted as 
one of the West’s finest “extemporane- 
ous” poker players—as some have learned 
to their sorrow. 

A director of the Boy Scout Council in 
his home city of Long Beach and a leader 
in Red Cross, Community Chest, Greek 
Relief and similar work, Mr. Mitchell still 
finds time for the oil industry’s worries. 
A director and first president of the Oil- 
fields Service Assn. and one of the organ- 
izers and vice-presidents of the California 
Stripper Well assn. before his elevation 
to the presidency, bear witness to his in- 
terest in oil problems. What little spare 
time he has left is given, in part, to the 
Long Beach Rotary Club, Country Club, 
Pacific Coast Club and Los Cerritos Gun 
Club. 


NATIONAL PETROLEUM NEWS 









VOLUME 33 


NATIONAL PETROLEUM NEWS 


WEDNESDAY, APRIL 9, 1941 






NUMBER 15 





War Department Plans 
1200 Filling Stations 


N. P.N. News Bureau 

WASHINGTON, April 5.— 
War Department is_ building 
1200 filling stations to meet 
problem of rapid servicing es- 
sential to a highly motorized 
army. 

Virtually all of new stations 
are located at the 59 new can- 
tonments which have sprung up 
under the defense program, al- 
though some are at previously 
existing posts like the 3 new 
ones at Fort Ethan Allen, Vt. 
New cantonments are averag- 
ing 20 filling stations each, the 
largest number at any post be- 
ing 45 at Fort Bragg, N. C. 

Most of new filling stations 
will handle only regular grade 
of motor gasoline, although 
some will carry premium grade 
also, while others will, in addi- 
tion, dispense diesel fuel for 
tanks, as at Pine Camp, N. Y., 


where Fourth Armored Divi- 
sion is located. 

Station Equipment 
Stations are operated by 


Quartermaster Corps and as a 
rule have 2 pumps on each is- 
land and facilities for furnish- 
ing oil and lubrication to all 
mechanized equipment. Deliv- 


eries of gasoline to these filling 
stations are made from bulk 
storage tanks and the railhead 
by local pipeline to obviate 
clogging of Army cantonment 
streets with tank trucks. 
Increase from the 2 filling 
stations per cantonment dur- 
ing World War (1 for passen- 
ger cars and 1 for trucks) to 
today’s average of 20 is due to 
Army’s expanding use of mo- 
torized equipment. Quartermas- 
ter Corps, for example, expects 
to have 190,000 vehicles (trucks, 
cars, motorcycles, etc.) by July 
1, in contrast to its 11,600 of 
little more than 2 years ago. 
Army, as now constituted, 
contemplates 2500 vehicles for 
each of the 18 National Guard 
Infantry divisions and 1500 for 
each of 9 regular Army Infan- 
try divisions, even though pres- 
ent plans do not call for motor- 
ized equipment to transport an 
entire division at one time. One 
completely motorized regular 
Army division, stationed at 
Fort Benning, Ga., has 3000 ve- 
hicles, while each of the 4 ar- 
mored divisions requires 2400, 
including 400 tanks. Fifteen 
(Continued on Page 13) 





Wage-Hour Decision May Hit 
Local Petroleum Marketers 


N. P. N. News Bureau 
WASHINGTON, April 7. 
Decision of Northern Georgia 


Federal District Court holding 
an Atlanta wholesale grocer 
Subject to Wage-Hour Act is 
seen by Wage-Hour Division le- 
gal staff as providing strong 
indication courts likewise will 
regard oil jobbers as covered 
by the Act when they receive 


petroleum products across state 
lines, even though their market- 
Ing operations are wholly with- 
in one state. 

In the decision handed down 
his past week by Judge Rob- 
ert L. Russell, enjoining Alter- 
man Brothers, the Atlanta 
Wholesale grocery concern, 
from further violation, it was 
held that the distribution whol- 
ly within Georgia of groceries 
eived from outside the state 
constituted interstate com- 
merce, 

Describing decision, which 
represented first test of Wage- 
Hour Division’s position regard- 
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1941 


ing wholesalers before a_ fed- 
eral court, as one of most im- 
portant to date on extent of 
Act’s coverage, Wage and Hour 
Administrator Phillip B. Flem- 
ing, in statement, has called at- 
tention to following excerpts 
from Judge Russell’s decision, 
selected as significant by Wage- 
Hour Division legal staff: 
Decision Quoted 

“The evidence in behalf of the 
Administrator, not contradicted, 
discloses that a wholesale busi- 
ness, such as carried on by Al- 
terman, is that of a middleman 
situated at an_ intermediary 
point in a flow of goods in com- 
merce from manufacturers to 
retailers. The Alterman busi- 
ness is that of distribution; af- 
ter the getting together of gro- 
cery products from all parts of 
the United States, it assembles 
them and transports them to 
the hundreds of retail and dis- 
tribution outlets, thus forming 

(Continued on page 22) 





FPC Repeats Bid 
To Control Gas 


N.P.N. News Bureau 
WASHINGTON, April 8. 
Federal Power Commission 
today issued a second press 
release calling attention to 
its recent annual report 
which asked congress for 
authority to control all new 
interstate natural gas pipe- 
line construction, after point- 
ing out that “the vital ques- 
tion of oil conservation is 
fused with natural gas econ- 
omy,” and Commission 
therefore, through amend- 
ment of natural gas act, 
should be given power to re- 
strict use of natural gas to 


conserve nation’s. oil _re- 
sources, (See NPN, March 
26, p. 17.) 











Texaco Crude Hike 
Of 7c In Illinois 
Highlights Upturn 


N.P.N. News Bureau 
CLEVELAND, April 7. A 
jump of 7c to $1.22 per bbl. by 
The Texas Co. on April 1 in its 
posting for Illinois Basin oil 
highlighted the upswing in 
crude prices which became gen 
eral among both large and 
small buyers of crude in all 
fields east of California the first 
week in April. 

Texaco’s jump of 7c compares 
with an increase of 5c to $1.20 
per bbl. announced by the ma 
jority of other large buyers of 
crude in southern Illinois. Late 
today, The Ohio Oil Co. posted 
an additional 2c increase to 
$1.22, on top of its 5c boost on 
April 1. 

New price schedules posted 
by the large purchasers of 
crude for the most part meet 
the increased postings made in 
Texas and New Mexico fields 
by Humble Oil & Refining Co 
on March 29, and by Standard 
Oil Co. of Indiana in Oklahoman 
and Kansas on April 1. 

Standard Oil Co. of Louisiana 
was the first purchaser of Lou 
isiana and Arkansas crudes to 
boost its schedules. The com 
pany, on April 1 re-established 
its 2c differential per degree of 
gravity for oils above 34 de- 
grees, and advanced its postings 
an average of 6.6c per bbl. 

Adjusted Gravity Schedule 


“Last October on account of 
the low gasoline prices then ex 
isting,” the Louisiana compa- 
ny’s announcement 


said, “the 
(Continued on 14) 
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Cole Oil Group 
Making Plans 
For Field Trip 


N.P.N. News Bureau 
WASHINGTON, April 2. 
At the conclusion of public 
hearings today before the House 
oil investigating subcommitteee, 
William P. Cole, Jr., chairman, 
announced plans for a south- 
ern field trip when committee 
will attend quarterly meeting 
of the Interstate Oil Compact 
Commission in New Orleans, 
April 14. The southern trip is 
expected to wind up investiga- 
tions by the Cole committee be- 
fore filing with Congress of 
group’s final report, due May 1. 
Plans for House oil investigat- 
ing subcommittee’s southern 
trip, as announced by Chair- 
man Cole, call for his leaving 
Washington April 11, and de- 
parture on following day of 
rest of group, consisting of 
Reps. Lea, Calif.; Kelly, TlL.; 
Wolverton, N. J.; and Holmes, 

Mass. 

After attending the April 14 
meeting of the Interstate Oil 
Compact Commission, subcom- 
mittee expects to spend April 
15 and 16 in Louisiana, and to 
visit Arkansas and Mississippi 
during balance of the week. 
Part of subcommittee may also 
go to Texas during the Thurs- 
day-Saturday period. 


Give Pipeline Testimony 


Witnesses 
days of the public 
which opened here March 27 
and closed April 2, two days 
ahead of schedule, gave pro and 
con testimony on Plantation and 
Southeastern gasoline pipeline 
projects. 

Speaking for Plantation Pipe 
Line Co. were R. T. Haslam and 
I. V. Howard, Standard Oil Co. 
of New Jersey vice-presidents 
in charge of general sales and 
marine department, respective- 
lv; for Southeastern Pipe Line 
Co., A. S. Clay, Atlanta attor- 
ney. Railroad representatives, 
opponents of the pipeline proj- 
ects, were: W. L. Stanley and 
A. B. Conger, vice-president and 
attorney, respectively of Sea- 
board Air Line Railway Co.; 
H. H. Simms, traffic manager, 
Atlanta and St. Andrew’s Bay 
Railroad Co.; and J. G. Lehrsen, 
executive secretary, Railway 
Labor Executives Assn. 

Importance of the Plantation 


the final 
hearing, 


during 








gasoline pipeline project to na- 
tional defense was cited by Mr. 
Haslam, who told House oil sub- 
committee during closing days 
of public hearing that the line, 
when built, would furnish half 
of the gasoline required in 
Southeastern states where ap- 
preciable defense activity is now 
under way. It also would pro- 
vide the only dependable trans- 
portation into that area should 
tanker traffic around Florida 
be interrupted, he declared. 


Would Replace Tanker 


Plantation line primarily 
would replace tankers, the 
speaker’ said, estimating it 
would provide same service as 
6 of the 12 to 18 tankers now 
serving southeastern states, or 
about 3% of all tonnage engaged 
in the Gulf-Atlantic Seaboard oil 
traffic. All-rail movements dis- 
placed in Southeast represent 
only about 11% of total dis- 
placement, he stated. 

Replying to question of Rep. 





Wolverton, N. J., Mr. Haslam 
said extension of Plantation line 
from Greensboro, N. C., to Nor- 
folk, Va., would cost $2,500,000 
and could be built in 2 or 3 
months, but would be uneco- 
nomic for private capital. Pro- 
posed line from Baton Rouge, 
La., to Greensboro, will cost 
between 18 and 20 million dol- 
lars including terminals, and 
ordinarily would be built in 7 
or 8 months, although job could 
be completed in 5 or 6 months 
in an emergency. 

Plantation Pipeline Co. was 
incorporated July 4, 1940, and 
its stock is owned by Standard 
Oil Companies of New Jersey 
and Kentucky and Shell Oil Co., 
Mr. Haslam said in reply to 
committee questions. It would 
start at Baton Rouge as an 11- 
inch line, and would be 1260 
miles long, including lateral 
spur lines to serve Birmingham 
and Montgomery, Ala., Macon 
and Columbus, Ga., and Chat- 
tanooga and Knoxville, Tenn. 


Transportation Saving Estimated 


At 14 to 17c per bbl. 


Pipeline would save from 14 
to 17¢ per bbl. over costs of ex- 
isting transportation methods, 
Mr. Haslam estimated, saying 
it would have a throughput of 
48,000 bbls. daily, which addi- 
tional pumping facilities could 
increase to 72,000 bbls. Seven- 
teen terminals are planned to 
serve Mississippi, Alabama, 
Georgia, South Carolina, North 
Carolina, West Tennessee and 
Southern Virginia. 

Mr. Haslam, in 
further 
asserted 


response to 
committee 

Plantation — pipeline 
project, upon its construction, 
would result in savings to the 
consumer, declaring further 
that Baton Rouge terminals will 
be readily accessible to all re- 
fineries on the Mississippi Riv- 


questions, 


er and Louisiana-Texas Gulf 
Coast. 
Chairman Cole, citing com- 


munication of President Roose- 
velt to Gov. Eugene Talmadge 
urging Georgia to grant emi- 
nent domain to gasoline pipe- 
lines and letters of Navy Secre- 
tary Knox and Assistant Navy 
Secretary Forrestal, endorsing 
Plantation and Southeastern 
projects, asked Mr. Haslam if 
any New Jersey Standard of- 
ficials had conferred with rep- 
resentatives of federal govern. 
ment. 

Mr. Haslam replied that, fol- 
lowing receipt by W. S. Farish, 


12 


=~ 


president Standard Oil Co. 
(N.J.) of letter from Secretary 
Knox proposing conference on 
pipeline situation in Southeast, 
he and Ralph Gallagher some 
time back had talked with Mr. 
Knox who requested them to 
file full report on situation with 
Admiral Ben Moreell, chief of 
yards and docks. Mr. Haslam 
also said inquiries about south 
eastern gasoline pipeline situa- 
tion had been received from 
Major Sadler and other Army 
officers. 

Mr. Howard, the other Planta- 
tion witness, was called to stand 
to answer question of Rep. Lea, 
but said he did not have figures 
showing number of tankers be- 
ing used in importation of 150,- 
000 bbls. of gasoline now com- 
ing daily from Colombia, Ven- 
ezuela and Mexico. 


Eminent Domain Sought 


A. S. Clay, Atlanta attorney, 
representing Southeastern Pipe 
Line Co., said in prepared state 
ment that completion of South- 
eastern project is essential to 
national defense and proposed 
that Congress enact special leg- 


islation granting Plantation and 
Southeastern eminent domain, 
but said his company would 


utilize general legislation to the 
same end if Congress should 
decide to enact such a statute. 

Rep. Lea, after stating South 
eastern pipeline would be of 
service, but not essential to na- 
tional defense, brought up ques 
tion of a general law providing 


certificates of necessity and con- 
venience to be issued by Inter- 
state Commerce Commission for 
gasoline pipelines. Mr. Clay re- 
fused to relinquish his prefer- 
ence for eminent domain legis- 
lation limited to Plantation and 
Southeastern, adding that if 
general legislation is found de- 
sirable, Congress might provide 
for issuance by the President of 
convenience and necessity cer- 
tificates based on national de- 
fense needs. 

Queried on his views as to the 
reason for recent defeat of emi- 
nent domain legislation § in 
Georgia legislature, Mr. Clay de- 
clared opposition to gasoline 
pipelines had originated with 
railroad employes and Port of 
Savannah, Ga. He contended 
that Southeastern pipeline 
would replace more truck than 
railroad tonnage, stating the &- 
in. pipeline contemplated from 
Port St. Joe, Fla., to Atlanta, 
together with 6-in. line from 
that point to Chattanooga, 
would supplant half of the tank- 
er tonnage now required to sup- 
ply this area. 


Pipeline Ownership 


Stock of Southeastern 
Line Co. is owned by Pure Oil 
Co., and Gulf Oil Corp., Clay 


stated in 


Pipe 


reply to committee 
questions, adding project, when 
completed, would be 448 miles 
long, and have a daily through- 
put of 18,000 bbls. which could 
be stepped up to 30,000 bbls. 
with additional pumping equip- 
ment. Extension of line beyond 
its present Bainbridge, Ga., ter- 
minus will provide for delivery 
of gasoline at Albany, Americus, 
Griffin, Atlanta, and Rome, Ga., 
as well as Chattanooga, Tenn. 
At close of pipeline propon 
ents’ testimony, Frank Buttram, 
president, Independent Petrole 
um Assn. of America told com- 
mittee virtually all purchasing 
companies in Oklahoma _ and 
Kansas have adopted 100% tank 
tables in buying crude oil, effec- 
tive Feb. 1, and that this has 
meant $290,000 per month for 
Oklahoma and $150,000 a month 
for Kansas royalty owners. 
Chairman Cole, recalling views 
expressed by himself in 1938, 
said this provided some _ justi- 
fication for existence of House 
oil investigating subcommittee. 


Rails Heard 


First witness for the gasoline 
opponents was Vice- 
Stanley of the Sea 
board Air Line, who as repre- 


pipeline 
President 
sentative of rail carriers in 
Southeastern states, told sub 
committee railroads are capable 
of handling all emergency gaso- 
line transportation requirements 
which may arise in that area. 
Mr. Stanley 


asserted grant- 


NATIONAL 


ing of eminent domain right 
to gasoline pipelines would cr: 
ate a situation certain to hay 
a violent and adverse effect o 
economy of railroads in Sout! 
east, although they could wit! 
stand, effect of the Plantatio 
and Southeastern projects, 
these were the only lines which 
might be built. 

Mr. Stanley insisted Plant 
tion and Southeastern project 
would not result in any savings 
to consumers and then went o: 
to say both pipelines we 
originally wholly commerci: 
ventures. He declared nation: 
defense considerations had a; 
peared only after rights of wa: 
through Georgia had been rr 
fused, but declined to commit 
himself when questioned by 
Chairman Cole on whether th: 
two pipelines had any defense 
value. 


Hits ‘Defense’ Angle 


Mr. Simms, appearing as next 
witness, gave testimony along 
similar lines and was told by 
Chairman Cole that his state 
ments tended to reflect on the 
President and the 
of War, Navy and 
when he described national de 
fense as a “flimsy excuse” fo) 
building the pipelines. 


Secretaries 
Interior, 


Mr. Conger, who appeared as 
attorney for Seaboard Air Line 
Railway, insisted Congress 
could not delegate power to con- 
demn property for private use, 
as would be the case with gaso- 
line pipelines, whereupon Chair 
man Cole cited several court 
decisions to the contrary. Mr. 
Conger also cited testimony of 
W. S. Farish, president, Stand 
ard Oil Co., (N.J.), before Tem- 
porary National Economic (Mo 
nopoly) Committee in attempt 
to prove pipelines are in fact 
plant facilities and not common 
carriers, and then referred to 
statement that “pipelines have 
been common carriers in name 
only” appearing in Economic 
Committee’s recent monograph 
entitled “Control of the Petro 


leum Industry by Major Oil 
Companies.” (See NPN, March 
£2. ‘Dp; 18). 

Final witness to testify be 


fore subcommittee was Mr 
Lehrsen of the Railway Labo: 
Executives Assn. who contend 
ed gasoline pipelines were not 
in the public interest because 
profits go to the owners as 
dividends rather than to public 
Lehrsen also took position that 
country has an overabundan 
of transportation. 

Chairman Cole, in adjourning 
hearings, stated 
would keep its record open fo 
statement of Fayette Dow, 
behalf of American Petroleum 


Institute on general economics 
of pipelines and also for one 


from Mr. Haslam, amplifyin 
his previous testimony. 
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Army, Navy to Increase 1941 


Defense Gasoline Purchases 


N.P.N. News Bureau 
WASHINGTON, April 5. 
Further evidence of mounting 
defense demand of Army and 
100-octane aviation 
gasoline and other motor fuel, 
is indicated in latest defense 
buying plans and in additional 
bid invitations issued this week 
by Treasury Procurement Divi- 
sion. Indicated aviation gasoline 
purchases for 1941 will be 

around 5,250,000 bbls. 


Purchases of 100-octane avia- 
tion gasoline indicate total will 
be stepped up during 1941 to 
around 5,250,000 bbls. Motor 
fuel demand will increase in the 
July-September quarter, ac- 
cording to procurement bids. 


Navy for 


Buying of high-octane fuel by 
Army and Navy to date has 
amounted to 1,500,000 bbls. (in- 
cluding 1,000,000 bbls. for stor- 
age), leaving 3,725,000 bbls. still 
to be procured in remaining 9 
months of this year. Of total 
yet to be bought, about 3,000,- 
000 bbls. will be stored and re- 
maining 2,225,000 bbls. will be 
used to meet operating require- 
ments of Army and Navy air 
fleets. 


Additional Purchases 


Army and Navy also are re 
ported as about ready to begin 
buying the second 1,000,000 gals. 
of 100-octane fuel for storage. 
The third 1,000,000 gals. would 
be purchased in latter part of 
this year. 


Daily Army-Navy 100-octane 
gasoline demand of 24,400 bbls., 
figuring out to 8,906,000 bbls. 
annually on a 365-day year, 
which was cited by Maj. D. G. 
Lingle, joint aeronautical board, 
during House oil investigating 
subcommittee hearings, is said 
to represent operating require- 
ments based on air force expan- 
Sion likely to be reached be- 
tween Jan. 1 and July 1, 1942. 
Army-Navy 1941 demand is ex- 
pected to average around 15,000 
bbls. of 100-octane' gasoline 
daily, 

Invitations showed Fourth re- 
ion Army and Navy stations 
is planning to buy 3,200,340 
‘als. of tank car gasoline (reg- 
ular grade), representing an in- 
rease of nearly 400% over 830,- 
051 gals. purchased last year. 
Stations also expect to buy 57,- 
(04 gals. of tank car gasoline 
premium grade) as against 10,- 
000 gals. last year. 


Purchases Listed 


Gallonage estimated (regular 
grade) for region, by posts, for 
this year, together with those 
for last year (shown in brack- 
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ets) follow: Fort Riley, Kan., 
600,000 (75,000); Fort Leaven- 
worth, Kan., 36,000 (20,000); Fort 
Fort Reno, Okla., 7,000 (14000); 
Sill, Okla., 400,000 (100,000); 
Corpus Christi Naval Air Sta- 
tion, Tex., 50,000 (none); Fort 
Clark, Tex., 60,000 (30,000); 
Camp Bowie, Tex., 400,000 
(none); Camp Hulen, Tex., 700,- 
000 (none); Fort Sam Houston, 
Tex., 381,492 (255,000); Fort D. 
A. Russell, Tex., 57,500 (40,000); 
Fort Bliss, Tex., 375,000 (89.- 
500); Randolph Field, Tex., 30,- 


000 (21,126); 
Tex., 91,000 (12,000); Normoyle 
Quartermaster Depot, Tex., 28,- 
000 (28,000); Kelly Field, Tex., 


Fort McIntosh, 


30,000 (27,000); Duncan Field, 
Tex., 21,000 (7,000); Brooks 
Field, Tex., 66,250 (28,000); Fort 
Ringgold, Tex., 15,000 (10,000); 
Fort Brown Tex., 20,000 (17,- 


625); Fort Crockett, Tex., 14, 
000 (35,000); Camp Stanley, 
Tex., none (21,600). 


Premium grade gallonages foi 


this year and last follow: Camp 
Bowie, Tex., 10,000 (none); 
Camp MHulen, Tex., 25,000 


(none); Fort D. A. Russell, Tex., 
7,000 (none); Fort Bliss, Tex., 


15,504 (none); San _ Antonio 
Ordnance Depot, Tex., none 
(10,000). 





Army, Navy ‘Gas’ Demands in 3rd Region 
Rise 600% For July-September Quarter 


N.P.N. News Bureau 
WASHINGTON, April 7. 
Treasury procurement bid _ in- 
vitation today estimated third 
region Army and Navy stations 
will buy 4,374,078 gals. of tank 
car gasoline (regular grade) 
during July-September quarter, 
an increase of more than 600% 
over 664,271 gals. last year. Sta- 
tions also plan to purchase 
267,000 gals. of tank car gaso- 
line (premium grade) as against 

135,000 gals. last year. 
Gallonage estimated (regu- 
lar grade) for region, by posts, 
for this year, together with 
those for last year (shown in 
bracket), follow: Fort Custer, 
Mich., 2,920,000 (48,000); Great 
Lakes Naval Training Station, 
Ill., 56,000 (48,000); Rock Is- 
land Arsenal, Ill., none (30,000); 
Chicago Quartermaster Depot, 
Ill., 8000 (6000); Rantoul, IIL, 
36,000 (65,000); Camp Grant, 
Ill., 65,000 (none); Fort Sheri- 
dan, IIl., 300,000 (52,500); Scott 
Field, Ill., 32,500 (32,800); Fort 
Harrison, Ind., 26,250, (63,250); 
Jeffersonville Quartermaster 
Depot, Ind., 10,000 (10,000); Fort 
Des Moines, Ia., 40,972 (50,000); 


Selfridge Field, Mich., 40,000 
(15,000); Fort Wayne, Mich., 
180,000 (none); Camp Ripley, 


Minn., none (32,000); Fort Snell- 
ing, Minn., 20,000 (14,011); Jef- 
ferson Barracks, Mo., 35,000 
(39,710); Fort Crook, Neb., 24,- 
000 (29,000); Fort Omaha, Neb., 
24,000 (24,000); Wright Field, 
O., 28,000 (15,000); Ravenna 
Ordnance Plant, O., 250,000 
(none); Erie Ordnance Depot, 
O., 60,000 (none) ; Fort Hayes, O., 
596,000 (56,000); Columbus Quar- 
termaster Depot, O., 10,000 
(none); Patterson Field, O., 30,- 
000 (20,000); Fort Meade, S. D., 
101,356 (none); Camp McCoy, 
Wis., 21,000 (14,000). 

Premium grade gallonages for 
this year and last follow: Great 
Lakes Naval Training Station, 
Ill., 64,000 (24,000); Savanna 


Ordnance Proving Ground, IIL., 
35,000 (30,000); Rock Island Ar- 
senal, Ill., 48,000 (8000); Chi- 
cago Quartermaster Depot, II1., 
30,000 (25,000); Fort Sheridan, 
Ill., 90,000 (24,000); Fort Cus- 
ter, Mich., none (24,000). 


Government Builds 
1200 ‘Gas’ Stations 
In 59 Cantonments 


(Continued from page 11) 
hundred vehicles are needed for 
Army’s single horse Cavalry 
Division, at Fort Bliss, Tex. 

Commissary Sales Down 


Recent War Department an- 
nouncement_ stating Quarter- 
master Commissary sales to 
officers and@ enlisted men are 
being reduced to a minimum, 
tends to indicate that Army’s 
1200 new filling stations will 
be used more or less exclusively 
for servicing of government ve- 
hicles. Army personnel in past 
has been able to buy govern- 
ment gasoline through Quarter- 
master Commissary at several 
cents below prevailing local fill- 
ing station price. This is the 
gasoline which War Depart- 
ment buys under Treasury Pro- 
curement Division contract. 

Department’s announced plan 
to curb Commissary sales, how- 
ever, does not concern Post 
Exchange filling stations, which 
also sell gasoline below local 
filling stations, but above Com- 
missary price. Post Exchange 
Stations are co-operative enter- 
prises operated by divisions or 
regiments, and the gasoline sold 
is secured through private ar- 
rangement with an oil company 
outside Army contracts. 

Post Exchange sales of gaso- 
line are limited to Army per: 
sonnel and certain War Depart- 
ment civil service employes 









granted purchasing privilege 
by local commanding officers. 
Department regulations pro- 
hibit selling to civilians, except 
in emergencies, when private 
motorist may buy enough gaso- 
line to reach nearest filling sta- 
tion outside the post. 

Post Exchange stations, while 
collecting local and state taxes 
from customers, do not pay 
federal tax and this latter, to- 
gether with lower overhead, 
permits them to sell on a nar- 
rower margin than the ordinary 
private filling station. 

Largest of 59 new canton- 
ments, where army is _ install- 
ing its 1200 new filling stations, 
are: 

Fort Devens, Camp Edwards, 
Mass.; Fort Dix, Fort Mon- 
mouth, N. J.; Pine Camp, N. 
Y.; Fort Belvoir, Fort Eustic, 
Camp Lee, Va.; Indiantown 
Gap Military Reservation, Pa.; 
Fort George Mead, Md.; Camps 
Livingston, Polk, Clairborne, 
Beauregard, La.; Fort Benning, 
Camp Wheeler, Camp Stewart, 
Ga.; Camp Blanding, Fla.; Fort 
Bragg, Camp Davis, N. C.; Fort 
Jackson, Camp Croft, S. C.; 
Fort McClellan, Ala.; Camp 
Forrest, Tenn.; Camp Shelby, 
Miss.; Fort Knox, Ky.; Fort 
Custer, Mich.; Camp Grant, IIL; 
Fort Riley, Kan.; Camp Robin- 
son, Ark.; Fort Leonard Wood, 
Mo.; Fort Bliss, Fort Sam Hous- 
ton, Fort Crockett, Fort Trav- 
is, Fort Jacinto, Camps Bowie, 
Hulen, Wolters, Wallace, Tex.; 
Fort Huachuca, Ariz.; Fort Sill, 
Okla.; Fort Lewis, Wash.; Fort 
Warren, Wyo.; Fort Ord, Camps 
Haan, Roberts, San Luis Obis- 
po, Calif. 


Canada May Sell Only 
2 Grades of Gasoline 


TORONTO, April 5.—George 
R. Cottrelle, oil controller for 
Canada, and his officials are 
working to have all gasoline 
sold in Canada standardized in- 
to two grades—a premium 
gasoline with a maximum oc- 
tane number of 78 and a mini- 
mum of 75, and a regular gaso- 
line with a maximum of 70 and 
a minimum of 66. 

These two grades have been 
provided for in Alberta under 
an Alberta order in council just 
passed and Mr. Cottrelle told 
NATIONAL PETROLEUM 
NEWS that discussion on the 
subject was going on with the 
other provinces, and he hoped 
to have all the provinces accept 
these 2 grades. 


Continuance of Payment Bond 
N.P.N. News Bureau 
NEW YORK, April 7. Con- 
tinuation of the payment bond 
requirement to protect com- 
panies supplying materials on 
defense projects is urged by the 
National Assn. of Credit Men, 
according to recent announce- 
ment. 








PRICES 








Mid-Continent Gasoline 


PONCA CITY, Okla., April 5. 

Continental Oil Co. has an- 
nounced that, effective April 7, 
it will advance its tank wagon 
prices for all grades of gaso- 
line at “subnormal” points in 
Utah, Idaho, Colorado, Wyom- 
ing, New Mexico and Oklahoma. 
The company’s announcement 
follows in part: 

“Utah and Idaho. There will 
be a le advance at all points 
where the present price is sub 
normal lc or more, except at 
the 21 subnormal points where 
advance was made. effective 
April 1. 

“Colorado and Wyoming. The 
advance will be 1c a gal. at all 
points where present price is 
subnormal 1c or more. 

“New Mexico. At all points 
where the present price is 2c or 
more subnormal, the advance 
will be 1c a gal. At all other 
subnormal points, advance will 
be 0.5¢c a gal. except at Roswell 
and Hagerman, where the ad- 
vance will be 1c a gal. 

“Oklahoma. There will be a 
le a gal. advance at Oklahoma 
City, Tulsa, Norman, Edmond, 
Skiatook, Collinsville and Ok- 
mulgee; at all other points the 
advance will be 0.5¢ a gal. 

“The price of kerosine in Ok- 
lahoma at all points where the 
present price is below 7c a gal., 
the price will be advanced to 
y {i 


* + a 
Ohio Gasoline 
CLEVELAND, April 8. 


Standard Oil Co. of Ohio today 
had announced two _ increases 
of 0.125e in its posted tank car 
price for 72-74 octane (ASTM) 
gasoline, one effective April 8, 
and one effective April 9. Price 
of 7.375e which the company 
will post on April 9 is ex 
taxes, delivered anywhere in 
OHIO, but subject to exceptions 
for local price disturbances. 
+ * * 

Illinois Crude 
LOUISVILLE, Ky., April 8. 
Mohawk Oil Lines, Inc., today 
announced a 2c increase to $1.22 
per bbl. in price it will pay for 
Southern [Illinois crude, effec- 
tive April 10. 
* * * 

CHICAGO, April 8.—Pure Oil 
Co. has posted $1.22 per bbl. for 
Illinois crude, retroactive to Ap- 
ril 1, according to a company 
announcement today. This su- 
persedes advance of 5c to $1.20 
per bbl. previously announced 
by Pure, a company official said. 

* « + 

TULSA, April 8.—Carter Oil 
Co. (S. O. New Jersey subsidi- 
ary) today posted $1.22 per bbl. 
for Louden, Ill. crude, retro- 


active to April 1, according to a 
company announcement. 





Indiana‘s 10-State ‘Gas’ Hike 
First in Past 3 Years 
N.P.N. News Bureau 

CHICAGO, April 5.—The 0.5c 
increase in gasoline prices in 
the 10 states of the Standard 
Oil Co. (Indiana) territory, ef- 
fective April 5, was the first 
blanket territory-wide increase 
in motor fuel prices by the 
company in the past 3 years 
since March, 1938, and the first 
general change since a reduc- 
tion in October, 1938. 

The general advance, which 
came on the heels of widespread 
crude price hikes in the South 
and Middle West, and advancing 
tank car prices, is effective in 
the states of Illinois, Indiana, 
Michigan, Wisconsin, Minne- 
sota, North and South Dakota, 
Iowa, Missouri and Kansas, and 
increases all three grades of 
motor fuel by 0.5¢c per gal. Ad- 
vance affects prices to commer- 
cial consumers as well as deal- 
ers. 

For the past 3 years, price 
fluctuations in the Indiana 
Standard territory generally 
have been confined to changes 
in its so-called ‘“subnormal’” 
price areas. 


Texaco Crude Hike 
Highlights Upturn 


(Continued from page 11) 
value of high gravity crude was 
relatively reduced, and this com- 
pany adjusted its gravity scale 
to this situation by reducing the 
differential per degree of grav 
ity from 2c to le above 34 
degrees. Since gasoline prices 
have improved consider- 
ably, it is felt now to be 
in order to re-establish the 
gravity scale at 2c per de- 
gree. In addition; the base 
prices of the various crudes pur- 
chased have been adjusted up- 
ward, the total of both adjust 
ments ranging from 3c to 1lc 
per bbl. on individual crudes 
and averaging 6.6c per barrel.” 

In the University, La. (Baton 
Rouge) field, Louisiana Stand- 
ard’s new postings begin with 
$1.16 for 30 and below, with 2c 
differential up to $1.26 per bbl. 
for 35 and above. This compares 
with previous schedule of $0.91 
for below 21 gravity, ranging 
up to $1.25 for 40 and above. 
The new schedule, in effect, rep 
resents increases ranging from 
lec to 25c per bbl. 

New prices posted by the 
leading purchasers in all fields 
are shown on Pages 53 and 54 
of this issue. 


Issue Credit Cards 
LOS ANGELES, April 5—In- 
dependent Credit Cards, Inc., 
has been organized to issue com- 
posite credit cards that will be 
honored at all stations owned 
or controlled by a group of Cali- 

fornia independent refiners 


Planning Board's 2nd Report 
Favors Federal Oil Contro! 


N. P. N. News Bureau 
WASHINGTON, April 8. 
Federal oil control legislation 
is advocated by National Re- 
Planning Board’s re- 
gional planning committees for 
Pacific Southwest (includes Cal- 
ifornia) and for Missouri Val- 
ley (includes Illinois and Kan- 
sas) in Part II of report en- 
titled “Development of te. 
sources and Stabilization of 
Employment in the United 
States,’ made public today by 

board. 

Issuance of this second part 
of report was mentioned by 
President Roosevelt in his re- 
cent message transmitting to 
Congress Part I of report, in 
which immediate federal oil 
control was urged as an emer- 
gency defense measure. (See 
NPN, March 19, p. 11.) 

Pacific Southwest regional 
planning committee stated that 
while in California “there is 
little evidence that petroleum 
is needlessly lost or wasted due 
to technical inefficiency, more 
wells are still being drilled than 
are needed,’ committee then 
recommended following course 
of action: 


sources 


Favors State Law 


“Enact state legislation estab- 
lishing production quotas for 
zones, properties, and wells in 
each oil field, through a com.- 
prehensive system of proration 
of oil production in California. 

“Establish a national policy 
and conservation program, sup- 
plementing state legislation, to 
regulate production and export 
of petroleum throughout the 
nation. 

“Encourage the unit plan of 
operation of oil and gas fields. 

“Curtail further gas wastage 
by intensive repressuring and 
storing in the ground. Encour- 
age production and marketing 
of liquefied natural gas. 

“Continue scientific research 
and extensive inquiry to deter- 
mine practicable methods for 
more effective conservation and 
utilization of petroleum and 
natural gas. On the basis of 
these studies, adopt a long-term 
conservation plan that will 
point the way for more effi- 
cient utilization of the region’s 
energy resources. 

Greater Recovery Sought 

“Investigate methods for re- 
covering higher percentages of 
oil from natural deposits. 

“Develop economical proc. 
esses for utilization of region’s 
oil sales and low-grade coal. 

“Wherever economically feas- 
ible, substituted energy gener- 
ated from water power for con- 
sumable fuels that can be pre- 
served for future use.” 


Missouri Valley regional plan- 


NATIONAL 


ning committee also urged ‘“ 
tional and state legislation <0 
prohibit waste in mining of ; 
minerals, especially oil and na! 
ural gas,” declaring there is ; 
imperative need for enforced 
conservation. “Most notorio\ 
wastages have occurred in ni: 
ural gas fields,” committ: 
aserted. 


Cites Unit Operation 


Planning committee for South 
Central region (including Texas, 
Oklahoma, Louisiana and Ai 
kansas) made no recommenda 
tions beyond urging unit opera- 
tion as a conservation measure, 
while committee for mountain 
region (including Colorado, Wy. 
oming and Montana) stressed 
development of economical 
processes for extracting gaso- 
line from oil shale and heavy 
sulphur oils, and for produc. 
tion of petroleum substitutes 
from low-grade coal. 

Remainder of national Re- 
sources Planning Board’s com- 


mittees made no oil recom 
mendations, although _ special 


committee for Alaska urged ex. 
ploratory operations to develop 
oil industry in that territory. 


Probe Federal System 
For Oil Procurement 
N. P. N. News Bureau 

WASHINGTON, April 4.—In- 
vestigation of existing federal 
government purchasing methods 
for procuring gasoline and oth- 
er petroleum products with view 
to effecting improvements is 
now underway in Office of Pro 
duction Management’s _— Pur- 
chases Division. 

Conducting investigation is C. 
E. Bertrand, assistant purchas 
ing agent, Pan American Air 
ways, New York City, who has 
been appointed special advisor 
on gas and oil in Purchases Di 
vision, headed by Donald O. Nel- 
son. 

Part of a general investiga- 
tion being carried on by Nelson 
of government practices in pro- 
curing articles and commodities 
now being bought in large quan 
tities for defense, Mr. Bertrand’s 
study is reported as having de 
veloped into an extensive sur 
vey of federal procurement sys 
tem as applied to gasoline and 
other petroleum products. 

Major achievement claimed so 
far by Mr. Nelson for his investi 
gation of the federal procure 
ment system has been the sav 
ing of $20,000,000, as a result of 
showing War Department it 
could secure clothing at lowe! 
prices if orders for an entire 
year were placed with factories 
during the slow season. 
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Oil’s Complete Defense Preparedness 
Should Mean Freedom from Political War 


It did not reach the newspapers’ front 
pages, nor did it tell an oil man how to 
sell more oil at a profit, but there has 
not been a statement made that more 
importantly concerns every single oil 
man than that of Dr. R. E. Wilson, oil 
consultant to the Office of Production 


Management, before the Cole legislative 
committee last week. 


That statement concerned exactly what 
the oil industry is doing and can do to 
supply both domestic and foreign and 
this country’s war needs for petroleum. 
That statement said that this oil industry 
can do it, without need of government 
intervention, without need of government 
financing and without need of giving the 
oil industry or the government any addi- 
tional governing powers. In that state- 
ment is the defense of every oil man 
against the drive of Federal government 
to get more and more control over his 
business on the plea of “war defense.” 

That statement was published in full 
on pages 13, 14 and 22 of the April 2nd 
issue of NPN. If you have not read it 
please, we urge you, get that issue and 
read it. 

The high spots of that statement are 

That we can increase our crude oil pro- 
duction at least 30% by simply opening 
valves and without any new pools or 
fields being discovered for at least two 
years. This would be true if the wild- 
catters all stayed home, which they are 
not doing. 

That our normal shut down of reason- 
ably efficient refinery capacity is 25% 
which in barrels per day of capacity is 
greater than the country’s entire refining 
capacity at the start of the last World 
War. This shut-down capacity will take 
care of twice the anticipated private and 
peace and war time army and navy re- 
quirements. 

Anticipated additional increase in con- 
sumption due to an “all-out” war effort 
by this country’s entire armed forces 
vould only increase petroleum consump- 
tion between 5% and 10% above the 
country’s present output, a percentage 
equal to our normal year to year increase. 

Pipelines, tank cars, barges and trucks 
vith practically no advance notice can 
ill increase their transporting capacity 

nd effectiveness by at least 20%, or 
twice the country’s “all out” war needs. 

Plants operating and now under con- 
struction can produce twice the country’s 
ind England’s requirements for 100 Oct. 

viation gasoline which today gives Eng- 

ind’s fighters 20% more flying efficiency. 
he oil industry is building up its own 
stocks of this fuel to represent an amount 
hat would obviate any further plant con- 
struction for 15 months. 
This record is due to the great size and 
ficiency of the oil industry itself, a size 
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so great in peace time that any additional! 
war requirements are but a drop in the 
bucket. This record is, of course, also 
due to the fact that, aside from the high- 
er octane fighting aviation fuel, the oil 
industry does not have to “tool up” to 
manufacture any new type products, but 
can continue to produce that which it 
has been making already on a mass pro- 
duction basis. 

The only bottleneck in sight is the 
supply of tankers for East Coast service. 
The industry’s fleet of tankers has been 
reduced by the necessity of having to 
transfer many to foreign flag registry to 
replace tankers sunk by submarines and 
also having to transfer to the U. S. Navy 
Department most of its brand new high 
speed tankers. The chances are the Navy 
will be taking more of the industry’s new 
tankers as they come off the ways this 
year. 

However, to avoid any shortage in sup- 
ply for the East Coast the industry has 
been trying to build pipelines from the 
Gulf Coast to the South Eastern states 
but has been blocked in Georgia by the 
efforts of the railroads in getting the 
Georgia legislature to retuse to enact 
legislation giving pipelines the right of 
eminent domain, and this in spite of 
pleas from President Roosevelt. The in- 
dustry is also considering several pipe- 
lines from Louisiana and another even 
from St. Louis to the eastern seaboard. 

The great and even selfish importance 
of all this to every oil man no matter 
what his business or job, is that it is a 
measure of insurance against the govern- 
ment taking over and running the oil 
industry and every man’s business and 
every man’s job, on the plea that it is 
necessary for war defense. If the oil 
industry was not in this excellent posi- 
tion to easily supply all needs, there 
should be not the slightest doubt in any- 
one’s mind but that the government 
would by now even have taken control 
of the industry. 

If the industry avoids government con- 
trol during these war times, it will be 
only because of its ability to furnish 
ample supplies at reasonable cost and 
also only because every oil man is not 
only fully aware of that fact but makes it 
known to the public on all occasions and, 
in addition, fights through his members 
of Congress for the freedom of his own 
business. 

No matter what any individual oil man 
may think of this or that major oil com- 
pany and no matter what he personally 
might like to see done to the majors, no 
oil man should be blind to the clear his- 
tory of the New Deal’s efforts of past 
years and of today to take absolute con- 
trol of the oil industry. 

That history has been refreshed by the 
recent report of the National Resources 
Planning Board, operated under the 





auspices of a Roosevelt relative, and of 
the various “monographs” or really “re- 
ports” that have come from the TNEC 
committee. All are demanding govern- 
ment control of oil. 

Then, here just last week, it came to 
light that Secretary Ickes, in his long 
battle to get control of the oil industry, 
was secretly, as usual, working with an 
Independent refiner to organize a “pil- 
grimage” of oil men which would “repre- 
sent the oil industry” and which would 
come and “plead” with Ickes to take over 
the oil industry. So far the suggestion 
of this intermediary of Ickes has been 
turned down. Last fall, Ickes tried the 
same scheme and it finally fell flat. 

Again NPN would urge on all oil men 
that if and when they have contact with 
the government on general industry busi- 
ness such as these sought after in Ickes’ 
pilgrimages, that the industry is entitled 
to know all about the negotiations right 
from the start and that these oil men 
should not permit themselves to be bound 
to any secrecy by any government of- 
ficial. What goes on with government 
officials that concerns every oil man, 
every oil man has a right to know of 
instantly. Unfortunately business men in 
all industries are loath to learn this les- 
son, no matter seemingly how’ unfor- 
tunate their dealings with government 
prove to be. 

For the true objectives of the New 
Deal toward oil, one has but to turn to 
the bill that President Roosevelt had in 
troduced in Congress two years ago and 
in which, under the guise of oil “con- 
servation,” he would have a Petroleum 
Commissioner who would have such com- 
plete authority over the entire oil indus- 
try that he could even directly affect 
prices even though the bill did not seem 
to specify directly authority to that end. 
That every oil man should take this bill 
as a measure of the Roosevelt objectives 
toward his business is the fact that de- 
spite the vigorous and bitter opposition 
of governors and conservation officials of 
a dozen oil states (mostly Democrats too) 
Roosevelt never offered to give away one 
comma in the authority the bill sought 
for him. When the administration in 
power stands so firmly in the face of such 
great opposition, even from within its 
own party, it generally can be taken as 
meaning real business. 

Dr. Wilson’s report on behalf of the 
oil industry as to its state of prepared- 
ness for this war is a report in defense 
of the freedom of the business of every 
oil man. Dr. Wilson’s report is in effect 
an official one from the working depart- 
ments in this war preparation for, so far 
as the doctor knows, he has been given 
access to all the plans that both Army 
and Navy have that call for the use of 
petroleum products. There should be no 
“ifs” and “buts” regarding the scope and 
accuracy of this oil representative’s fig- 
ures and prophecies. 

Every oil man should keep these facts 
in mind and use them as he encounters 
careless and ignorant and perhaps even 
vicious talk against his own business. 
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Farm Tractors Get 
Tax Free Crude Oil 


MINNEAPOLIS, April 7. 
Governor Stassen of Minnesota 
has signed a bill permitting the 
tax-free sale of crude oil for 
use in farm tractors, reversing 
the stand taken by G. Howard 
Spaeth, commissioner of taxa- 
tion, in his Regulation 10 (Re- 
vised) which prohibited inship- 
ment of crude for in- 
ternal combustion engines ef- 
fective Nov. 13, 1940. (See 
NPN, Oct. 30, 1940, p. 25 and 
Dec. 4, 1940, p. 23). 

In September, 1940, the Min- 
nesota Gasoline Retail Dealers 
Assn. petition to require in- 
spection and taxation of a 
“freak”, high gravity, crude oil 
being imported into the state 
tax-free and advertised for sale 
in some _ instances as “Hi- 
Octane Tractor Gas”. The sale 
of this crude, without tax, was 
also attacked by Charles S. Kid- 
der, Deep Rock Oil Corp., rep- 
resenting all objectors, in a 
brief filed in hearing before the 
Minnesota tax commission. 

Mr. Kidder asserted that dur- 
ing the first 6 months of 1940 
a total of 2,300,000 gals. of this 
so-called “freak” crude had been 
sold, and that when it was gen- 
erally made available to the 
public it would result in a loss 
of more than $2,000,000 annu- 
ally in tax revenue to the state. 
He contended that the crude oil 
under attack was “75% gasoline 
and 25% kerosine”’, and that it 
was gasoline as defined by stat- 
ute but that its sale was pro- 
hibited, quoting from Section 
3787-6: “No motor gasoline shall 
be sold in the state of Min- 
nesota unless it is at least of the 
grade and specifications herein- 
after set out.” 

Specifications prescribed in 
Senate Bill 89 for the sale of 
crude for use in tractors  in- 
clude blue coloring, a color not 
lighter than minus 16 Saybolt, 
an end point not higher than 
540° F., freedom from water 
and suspended matter and an 
initial boiling point of not low- 
er than 225° F. The measure 
also provides that this so-called 


use in 


“freak” erude be subject to 
the inspection law. 
Bill To Raise ‘Gas’ Tax 
MINNEAPOLIS, April 7. 


Minnesota Senate late yesterday 
passed H-374, a bill to increase 
State gasoline tax to 4c a gal. 
This bill had previously passed 
the House. 
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OIL TAX NEWS 


Minnesota Tax Suit 
On 60° Correction 
Reaches Stalemate 


N.P.N. News Bureau 

CHICAGO, April 5.—Conflict 
between State of Minnesota and 
Standard Oil Co. (Indiana) ove1 
the method of 
ports of gasoline for taxing pur- 


computing im- 
poses is at a stalemate, with the 
company’s suit for a declaratory 
judgment still by 
the state, Indiana company oOffi- 
cials said here this week. 


unanswered 


Minnesota attempted to force 
the company to pay state gaso- 
line taxes on the basis of a cor- 
rection of inshipments to 60°F., 
instead of a straight gallonage 
basis as now used by the com- 
pany. 

All other oil companies 
regularly importing motor fuel 
into Minnesota have complied 
with the practice of correcting 
to 60° in their tax payments, 
the director of the petroleum tax 
division reported early this year, 
when the state first started ac- 
tion against the Indiana com- 
pany to compel it to use the 
same basis of payment. At that 
time, the company said it has 
paid the exact amounts billed 
by the state, and that it did not 
believe Minnesota law permitted 
authorities to require correction 
of temperature. 

Meanwhile, it is reported here 
that a bill has been introduced 
in the state legislature which 
would make mandatory the cor- 
rection for temperature on im- 
ports of gasoline. Reports add 
that the bill was recommended 
to the legislature by the direc- 
tor of the petroleum tax divi- 
sion. 


ya, 


Gasoline Tax Burden 
Is Nebraska ‘Secret’ 


N.P.N. News Bureau 

NEW YORK, April 5. 
Service station men in Nebras- 
ka are seeking an amendment 
to a present state law which 
prohibits showing on _ price 
signs how much tax is included 
in the retail price of gasoline, 
American Petroleum Industries 
Committee reports. 

State and federal gasoline 
taxes in Nebraska are equiva- 
lent to approximately 50% of 
the retail price, but that fact 
is a secret and must be hidden 
from the public. Only the to- 
tal cost of the gasoline, includ- 
ing taxes, can be shown on 
price signs in Nebraska; to do 
otherwise is a misdemeanor. 


10 Years: ‘Gas’ Tax up 132% 
Population Gains Only 7.2% 


N.P.N. News Bureau 
YORK, April 5. 
While the population has _in- 
creased 7.2% since 1930, gaso- 
line tax payments of the Amer- 
ican public have increased 18 
times over the last decade, ac- 
cording to federal government 
statistics. 

During 
1930-40, 


NEW 


the 
the 


from 
showed a 


10 years 
census 






gain in population from 122 
775,046 to 131,669,275, or 7.2° 


while in the same decade, t} 
American people in gasoli: 
taxes paid $494,683,000 in 19: 
jumping to $1,150,000,000 
1940, a 132% gain. 

Growing ownership and u 
of motor vehicles, accounted fi 
about half the revenue increas 
The federal gasoline tax, ‘‘a ten 
porary” bill for the depressi: 
days, is estimated to accou: 
for roughly % of this high 
revenue. State gasoline ti: 
rate increases are judged 1 
sponsible for the other 4 of t} 
revenue gain. 


Arkansas Gasoline Tax 
Is No April Fool Joke 


Special to N.P.» 

LITTLE ROCK, Ark., April 
3 Twenty years ago today, 
Arkansas motorists were faced 
with the payment of their first 
state gasoline tax, according to 
announcement today by W. F 
Scarborough, secretary of the 
Oil Dealers’ Assn. of Arkansas. 

Although inaugurated on Ap- 
ril Fool’s Day, Arkansas’ state 
“gas” tax has proven to be no 
joke to Arkansas motor vehicle 
taxpayers, he said, for since 
1921 it has cost motorists of the 
state $122,000,000,000. 

















Offer to Trade Watermelons and Cows 
For Texas Wells, If Oil Tax is Hiked 














AUSTIN, April 5.—Oil wells 
are not exactly going begging 
yet, but the Texas senate re- 
cently heard offers to trade oil 
wells for white-faced cows and 
a watermelon patch. 

It all came up at a senate 
committee hearing on the $25,- 
500,000 omnibus tax bill, al- 
ready passed by the _ house, 
which hikes the crude oil tax 
from 2%% to 4%%. 

A parade of oil men appeared 
against the proposed tax, and 
told the senate that if the oil 
industry has to pay any more 
taxes, the owners of the many 
stripper wells are going to have 
to close up shop and quit. They 
drew a picture of men out of 
work and the tag-end of the oil 
industry crippled if the tax 
goes through. 

After questioning a witness, 
Sen. R. A. Weinert remarked: 

“I believe I had rather own a 
watermelon patch than some of 
those stripper leases you're 
talking about.” 

Later in the testimony, Mel 
Davis of Pampa, rancher and 
oil man, pleaded for fairness in 
iaxation. 


“TI render white-faced 


my 






NATIONAL 


cows for ad valorem taxes at 
$10 a head,” he said, “and the 
state gets 69c per $100 valua- 
tion. In other words, the state 
gets a little less than seven- 
tenths of a cent for each cow. 
I’ll trade you my oil wells for 
some more white-faced cows,” 
he told the senators. 


H. J. Struth, Dallas oil econ- 
omist, asserted that the oil in- 
dustry paid $75,000,000 annual 
ly in taxes of all types in Texas, 
and that 44'«c of every tax dol- 
lar levied by the state was paid 
by petroleum interests. 


Glenn Thompson of Houston 
attacked the present oil tax 
structure, asserting that it was 
unfair to levy a uniform tax fo! 
all oil selling at less than $1 a 
barrel. 

“It’s rank injustice to the pro 
ducer of oil which sells fo! 
less,” he charged, citing statis 
tics to show that crude selling 
for 58c a bbl. pays a heavie! 
tax than that posted at $1 a bb! 

No one appeared in support 
of the big tax bill. The senat 
committee took no action on the 
bill, but passed the evidence 
along to the senate as a whol 
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Better than promised 


We are pleased with the results obtained 
from our poly plant They are in line with 
our expectations and even better than rec- 
ommendations given by the U.O.P. engineers 


Those are the words of a refiner who 
took pains to express his satisfaction in 
- a letter to Universal, and it’s typical 


It’s an old Universal custom to de- 
* liver to refiners who install Dubbscrack- 
: ing, catalytic poly or other U.O.P. 
processes, more than is promised them 
—more than they expect— Universal 
in satisfaction 





- Why not find out what Universal can 
do for you? 


stor Universal Oil Products Co 
Chicago, Illinois 


Dubbs Cracking Process 





Owner and Licensor 
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Southeast Oil Men 


In Kansas Organize 


TULSA, April 7. Organized 
for the retail marketer, South- 
east Kansas Oil Men’s Assn. has 
just announced a program of 
research into problems confront- 
ing the Kansas jobber. 

A. N. Arveson of Pittsburg, 
Kan., with 15 years marketing 
experience, has been appointed 
business manager in charge of 
the research work. ‘The _ pro- 
gram includes a study of con- 
sumer credit control, service 
station operating costs, station 
leases, gasoline quality, unfair 
trade and advertising practices 
and profitable marketing. 

John Cann is the new presi- 
dent, with Carl Middaugh secre- 
tary and R. L. Roach treasurer. 
Executive offices will be at 
Pittsburgh. 


Membership in the association 
is open to station owners and 
operators, lease operators and 
commission bulk agents inter- 
ested in “marketing for a 
profit,” according to the an- 
nouncement. 


Organization will be conduct- 
ed on a county basis, with even- 
tual extension of association ac- 
tivities to all parts of the state, 
it was said. 


Holland Appointed 
API Committee Head 


NEW YORK, April 5.—H. 
W. Holland, The Texas Co., New 
York, has been appointed chair- 
man of the 1941 Committee on 
Marketing Equipment of the 
American Petroleum Institute’s 
Division of Marketing, accord- 
ing to an announcement here 
today. D. V. Stroop of the In- 
stitute staff, is secretary. 

Members of the committee, 
which was appointed by E. V. 
Weber, Institute vice president 
and chairman of the division, 
are: Rud J. Babor, Richfield 
Oil Corp. of New York, Inc., 
New York; C. C. Benedict, Soc- 
ony-Vacuum Oil Co., Inc., New 
York; C. E.. Blair. Sun Ol) Co., 
Philadelphia, Pa.; J. G. Bohart, 
Sinclair Refining Co, New York; 
Paul C. Boyd, The Atlantic Re- 
fining Co., Philadelphia; J. V. 
Clark, Socony-Vacuum Oil Co., 
Inc., Kansas City, Mo.; R. M. 
Clough, Shell Oil Co., Inc., New 
York; W. A. Courtenay, Jr., Sun 
Oil Co., Philadelphia; E. O. Der- 
rick, Cushing Refining & Gaso- 
line Co., Cushing, Okla.; J. C. 
Dill, Standard Oil Co. of Ky., 
Louisville, Ky.; A. K. Eaton, 
Shelli Oil Co., Inc., New York; E. 
R. Eichner, Socony-Vacuum Oil 
Co., Inc., New York. 

Also O. H. Gundlach, Sinclair 
Refining Co., New York; J. R. 
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Haden, Richfield Oil Corp. of N. 
Y., New York; S. C. Hope, Stand- 
ard Oil Co. of N. J., New York; 
Harry F. Huf, The Atlantic Re- 
fining Co., Philadelphia; E. F. 
Kindsvater, Phillips Petroleum 
Co., Bartlesville; L. S. Knight, 
The Standard Oil Co. (Ohio), 
Cleveland; A. L. Knipping, Jr., 
General Petroleum Corp., Los 
Angeles; A. F. Larberg, Skelly 
Oil Co., Kansas City, Mo.; E. C. 
Mackey, Cities Service Oil Co, 
New York; Charles W. Snider, 
The Pure Oil Co., Chicago; J. E. 
Niland, Humble Oil & Refining 
Co., Houston; C. A. Petersen, 
The Pure Oil Co., Chicago; R. 
D. Rogers, Tide Water Associat- 
ed Oil Co, New York; P. J. Ryan, 
Continental Oil Co., Ponca City, 
Okla.; J. Walter Saybolt, Stand- 
ard Oil Co. of N. J., New York; 
W. H. Tell, Standard Oil Co. 
(Ind.), Chicago; E. J. Timmons, 
Standard Oil Co. of Calif., San 
Francisco; S. A. White, National 
Refining Co., Cleveland; Murphy 
M. Williams, Magnolia Petro- 
leum Co., Dallas; and D. C. 
Wixson, Mid-Continent Petro- 
leum Corp., Tulsa. 


A.P.I. Production Group 
To Meet April 17-18 


N. P.N. News Bureau 

NEW YORK, April 7. The 
eastern division of American Pe- 
troleum Institute’s Division of 
Production will hold its annual 
spring meeting on April 17 and 
18 in the William Penn Hotel, 
Pittsburgh, it has been an- 
nounced by District Chairman 
J. J. Schmidt, East Ohio Gas 
Co., Cleveland. 

Sessions will be given over to 
discussing secondary recovery 
methods and projects in the 
Eastern area, drilling and de 
velopment problems, prospect- 
ing, developing and operating 
practices, equipment and under- 
ground surveying. Speakers 
will include R. B. Bossler, Brun- 
dred Oil Corp., Oil City, Pa.; 
Parke A, Dickey, Pennsylvania 
Topographic and Geologic Sur- 
vey, Harrisburg, Pa.; J. E. 
Schaefer, East Ohio Oil Co., 
Cleveland; N. M. Wilder, Petro- 
leum Exploration, Inc., Lexing- 
ton, Ky.; A. H. Bell, Illinois 
State Geological Survey Divi- 
sion, Urbana, Ill.; and E. T. 
Heck, West Virginia Geological 
and Economic Survey, Morgan- 
town, West Va. 

The meeting will be directed 
by the following committee 
chairmen: Program, O. W. Van 
Petten, Columbian Carbon Co., 
Charleston, West Va.; registra- 
tion, W. A. Watkins, Carter Oil 
Co., Mattoon, Ill.; arrangements 
and entertainment, V. F. Bow- 
yer, Peoples Natural Gas Co., 
Pittsburgh; and publicity, M. G. 
Gulley, Gulf Oil Corp., Pitts- 
burgh. 


Industry ‘Discipline’ Favored 
As Guard Against Oil Contro! 


N.P. N. News Bureau 

LOS ANGELES, April 5. 
Speaking before more than 750 
members and guests of the Cali- 
fornia Oil & Gas Assn. here this 
week, General Hugh S. John- 
son admonished the oil industry 
to discipline itself so well that 
Secretary Ickes would not be 
tempted to do so by “any Hit- 
leresque goose-step.”’ 

Resuming its meetings after 
a period of almost 10 years, the 
annual convention was attended 
by nearly 300 members of other 
industries and professions who 
had been invited to attend the 
sessions by directors of this oil 
group. 


Speaking against federal con- 
trol of oil, the former NRA offi- 
cial stated: 


“I am proud to be discussing 
this great question before a di- 
vision of this industry because 
I can begin by testifying from 
intimate personal experience 
that in both the War Industries 
Board and NRA, in each great 
crisis, there was no _ industry 
better organized or that had 
proved itself to be more able 
and willing to respond, with 
more effect, to any request or 
impulse from its government. If 
it is relied upon, confided in, 
used and encouraged, it can be 
proved to be the very strongest 
element of American defense in 
a world aflame. It needs no 
regimentation nor government 
assumption of management 
any more now than it did in 
our former two great crises. 
Furthermore, it is so excellent 
an organization, so_ sternly 
proved in both peace and war 
that, in all human experience, it 
could not be replaced by any 
theoretical political blue-print 
without paralyzing results and 
possible national disaster. 


Oil ‘Indispensable’ 


“For petroleum and its prod- 
ucts have become not merely the 
principal weapon of war but 
one which is indispensable. That 
requires no demonstration to 
you but it is not given suffi- 
cient force in popular recogni- 
tion. One of the greatest defen- 
sive and offensive strengths of 
this nation is the opulence and 
availability of its supply of oil. 
It offers our Army and Navy 
an almost unlimited and _ pri- 
mary resource of national de- 
fense. Its control of world sup- 
plies is a power to choke pos- 
sible enemies to death, to influ- 
ence neutrals to American aims 
and to resist any invasion of 
our country—no matter what 
else may happen. It is as neces- 
sary as airplanes, tanks, motor- 


ized divisions, navies, mercha 
fleets and explosives, becau 
without it, those new and t 
rible instruments of war wou 
be tied to the earth or nonexi 
ent. Under its present orga 
zation and management it is t 
most efficient and economi 
system in the world. It would | 
folly to try to replace it with ; 
experimental amateur organi 
tion. 

“IT am aware of your un- 
fortunate experience in trying 
to do in concert what you had 
been told the government 
wanted after NRA. I am aware 
also that there is as yet no such 
interlocking organization as I 
have described either in gov- 
ernment or in industry but I be- 
lieve that we are rapidly mov- 
ing as a war measure toward 
either that on the one hand, or 
outright bureaucratic regimen- 
tation on the other. 

“These are dangerous days, 
and if I were in this industry, 
I would be working night and 
day to see that the alternative 
would be co-operation so splen- 
did, unfailing and efficient that 
seizure and regimentation would 
be unthinkable. In that connec. 
tion it is my observation, at 
least, that there is no sentiment 
either in Congress or the coun- 
try for taking over this industry 
and there will be none if you 
repeat your splendid perform- 
ances in the last two crises. 


Shelve Anti-Trust Law 


“T wrote a column along this 
line in which I recalled that 
there could be no war effort 
similar to 1918 or 1933 without 
one thing we did in both cases 
practically to put the anti-trust 
laws on the shelf insofar as 
they bore on anything done in 
industrial concert at the _ in- 
stance and with the co-operation 
of government. It suggested to 
Mr. Knudsen and his men that, 
without that kind of concert, 
effective industrial mobilization 
would be impossible and that 
before Mr. Knudsen or his men 
went too far, they had better 
make their peace with Mr. 
Thurman Arnold—or the things 
they were asking industry to do 
in combination might find some 
patriotic citizens in jail. 

“Mr. Arnold promptly called 
me on that in correspondence 
I don’t pretend to speak for him 
but, as I interpret his statement 
to me, he understands this vita! 
necessity and will be no stum 
bling block in meeting it. 

“My concrete suggestion is 
that this industry should b 
planning now some efficient 01 
ganization for all-out co-opera 
tion by complete concert of ac 
tion with whatever governmen! 
group is finally put in respon 
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ible and authoritative charge 
f total American war-produc- 
tion. Before actual commit 
ments, I would have somebody 
deputed to discuss this whole 
subject with Mr. Arnold—who 
is not half as tough as he has 
been pictured. I understand that 
when he came out here hoping 
to have some such discussion, 
some of the boys didn’t want to 
sit down with him. It’s not my 
business, but I saw a lot of in- 
dustrial leaders back in 1933 
who wouldn’t sit in the same 
room with labor leaders. I re- 
marked at the time that I would 
sit down with the devil himself 
if I thought it would make hell 
any cooler. Nobody ever lost 
anything by talking it over— 
and the sands are slipping fast. 


“You are as necessary to our 
defense as are the armed serv- 
ices. You can be as efficient as 
any weapon our country can 
hope to have. If I were you, I 
wouldn’t wait to be drafted. I 
would volunteer. I would get 
ready to march today so that 
when the call comes you can re- 
port instantly, not only here in 
California, but throughout the 
whole national system, Oil and 
Gas Industry, all present or ac- 
counted for. Discipline your- 
selves by intelligent concert of 
action and don’t wait to have 
Mr. Ickes do it by any Hit- 
leresque goose-step.” 


Michigan Production Group 
Hears Baize on Refineries 


MT. PLEASANT, Mich., 
April 5. “Modern Refinery 
Practices” was the topic dis- 
cussed by D. J. Baize, super- 
intendant of Roosevelt Oil Co., 
Mt. Pleasant, at the recent meet- 
ing of the Michigan chapter 
of American Petroleum _Insti- 
tute’s Division of Production. 

Dinner was served to 103 
members and guests at Cen- 
tral State Teachers College. 
Marshall R. Joy was chairman 


and C. C. Irby was program 
chairman. 
Paul Fitzgerald, Tulsa, of 


Dowell, Inc., talked on present 
aay methods of acidizing, giving 
tl group the detailed oper- 
ions and _ =-results' obtained 
from the use of a jet gun. Sand- 
Stone and mud acidizing was 
uso discussed. 


Next meeting will be held 
May 14, announced Mr. Irby. 
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Richard Fenton Elected Vice-President 


Of National Stripper Well Association 


N. P. N. News Bureau 

LOS ANGELES, April 5. 
Richard Fenton, Los Angeles, 
executive vice-president of the 
California Stripper Well Assn. 
has been elected vice-president 
for California of the National 
Stripper Well Assn., it was an- 
nounced here this week by A. D. 
Mitchell, president of the Cali- 
fornia organization. 

Largest trade organization of 
independent oil operators in the 
state, the California association 
was elected a member of the 
National group at the annual 
meeting at Dallas. 

The National association, a 
federation of oil trade associa- 
tions now representing all the 
principal oil producing states, 
has been a vigorous opponent 
of federal control of the oil in- 
dustry and has strongly op- 
posed importation of foreign 
oils. 

Mr. Fenton, widely Known as 
a public relations expert, is a 
member.-at-large of the Conser- 
vation Committee of California 
Oil Producers. He is also a 
member of the Allocation sub 
committee of the _ state-wide 
conservation group, a member 
of the oil committees of the 
Long Beach Chamber of Com- 
merce and the Wilmington 
Chamber of Commerce, and a 





Richard Fenton 


member of the American Pe- 
troleum Institute. 

Before his appointment as 
manager of the California Strip- 
per Well Assn., in January 
1939, Mr. Fenton was assistant 
to the executive vice-president 
of the Oil Producers Agency, 
and prior to that an editor of the 
oil magazine published by Cali- 
fornia Oil and Gas Assn. Pre- 
vious to becoming associated 
with the petroleum industry in 
1928, Fenton was managing edi- 
tor of a California newspaper. 





ILP.AA. Will Study How Wage-Hour Law 


Affects 


TULSA, April 7.—A study of 
the effect of the Wage-Hour Law 
on operators in the drilling and 
producing branches of the oil 
industry is to be made by a 
special committee of the Inde- 
pendent Petroleum Ass’n. of 
America, according to announce- 
ment released here today. 

The committee, headed by 
Howard J. Whitehill of Tulsa, 
president of Whitehill Oil Corp., 
will determine what interpreta- 
tions of the law or amendments 
are necessary to apply provi- 
sions of the law in a practical 
and reasonable manner. These 
recommendations will be pre- 
sented the proper governmental 
agency, it was said. 

Headed by a stripper well 
operator, the committee has as 


Oil Men, Drilling, Producing 


vice-chairman T. M. Martin of 
El Dorado, Ark., vice-president 
of Lion Oil Refining Co. Law- 
rence E. Smith of the associa- 
tion’s Tulsa staff, is secretary 
of the committee. 

Other committee members 
are: Ross McCollom, National 
Oil Co., Los Angeles; Chas. H. 
Forward, president, Hallmark 
Oil Co., San Diego, Calif.; Alex 
U. McCandless, president, Ma- 
hutska Oil Co., Robinson, IIL; 
Arthur G. Denman, Denman 
Brothers, Sedan, Kans.; A. S. 
Ritchie, president, McPherson 
Drilling Co., Wichita, Kans.; 
W. B. Pardoe, vice-president, 
Dapar Oil Co., Grand Rapids, 
Mich.; R. P. Jackson, Great 
Falls, Mont.; Otto Walchli, sec- 
retary-treasurer, The Richard- 


son Petroleum Corp., Wellsville, 
N. Y.; Emery Carper, Artesia, 
New Mex.; Philip ‘N. Faine, 
secretary, Ohio Penna Grade Oil 
Producers Ass’n., New Straits- 
ville, Ohio; Tide Cox, Rockland 
Oil Co., Ardmore, Okla.; W. J. 
Brundred, Brundred Oil Corp., 
Oil City, Pa.; P. W. Pitzer, Pitzer 
& West, Breckenridge, Tex.; 
Jake L. Hamon, Cox & Hamon, 
Dallas; Leslie Moses, Fohs Oil 
Company, Houston; Fred Seh- 
mann, Petroleum Producers Co., 
Wichita Falls, and V. M. Kirk, 
Kirk & Arnott, Frannie, Wyo. 


New Oxidation Test 


For Lubes Revealed 


ST. LOUIS, April 8.--An im- 
proved laboratory technique for 
determining stability of lubri- 
cating oils against oxidation, 
said to more nearly imitate con- 
ditions of actual engine opera- 
tion, was described here today 
before the Petroleum Division of 
the American Chemical Society 
in a paper by G. G. Lamb, C. M. 
Loane, and J. W. Gaynor, Stand- 
ard Oil Co. (Ind.). 

Called the “Indiana Stirring 
Oxidation Test”, the method em- 
ploys a stirring mechanism for 
beating the lubricating oil in 
a manner similar to the action 
of the crankshaft in an automo- 
bile engine. Principal advan- 
tage of the stirring technique 
was Said to lie in the fact that 
the volatile parts of the test lu- 
bricant are not removed, as was 
the case in the old “Indiana Oxi- 
dation Test’, which involved 
blowing air through the test oil. 
It is believed these volatile oxi- 
dation products undergo sec- 
ondary reactions in the presence 
of metallic catalysts such as 
copper and iron, causing the 
formation of sludge, varnish and 
acids. 

The paper explained that 
while the trend has been toward 
use of full-scale engine tests in 
determining stability, a rapid 
and simple method of predicting 
performance in the develop- 
ment of improved oils is an im- 
portant need, 

The 20th anniversary of the 
Petroleum Division was cele- 
brated here at the society’s 101st 
annual meeting. 

Further details on this im- 
proved test and on the Amer- 
ican Chemical Society meeting 
will be carried in NPN’s Refin- 
ing Technology Edition April 16. 
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To Speak at NPA Meeting 





N. A. Rockefeller 


P. M. Robinson E. L. DeGolyer 


Defense Needs for Lubricating Oils 
To Be Discussed at April NPA Meet 


N. P.N. News Bureau 
CLEVELAND, April 7. Dis- 
cussion of defense requirements 
for lubricating oils by P. M. 
Robinson, assistant to consult- 
ant, Petroleum Unit of the Of- 
fice of Production Management, 
will be held at a general ses- 
sion of the 38th semi-annual 
meeting of the National Petro- 
leum Assn. here April 23-25 at 
Hotel Cleveland. 

E. L. DeGolyer, DeGolyer, 
MacNaughton & McGhee, will 
speak on “Petroleum in Two 
World Wars,” and mutual in- 
terests of the western hemis- 
phere will be discussed by Nel- 
son A. Rockefeller, co-ordinator 
of Commercial and Cultural 
Relation between the American 
Republics, 

N. P. A.’s 
follows: 


complete program 


Wednesday, April 23 
API Lubrication Committee 
2P. M. 
Western Pennsylvania Refiners Traf- 
fle Assn. 
2P. M. 
Executive Committee, Department 
Fire and Accident Prevention 
6:00 P. M. 
Presentation Fall Program 
API Lubrication Committee 
7:00 P. M.—Rose Room 
Thursday, April 24, 1941 
Board of Trustees 
9:30 A. M. 
Department of Traffic and Trans- 
portation 
10 A. M. 
ROUND TABLE: 

M. J. Gormley, executive assistant, 
Assn. of American’ Railroads, 
will lead discussion on “Trans- 
portation and National Defense” 

Department of Standards and Tests 
10 A. M. 

Symposium on Engine Testing 

Heavy Duty Oils as Measured by 
Engine Tests—H. C. Mougey, 
Technical Director, General Mo- 
tors Corp. 

Use of Small Scale Single Cylinder 
Engines for the Evaluation ot 
Motor Oils—A. O. Willey, The 
Lubrizol Co. 

Some Comments on Engine Test- 
ing—Hugh Hemmingway, Ken- 
dall Refining Co. 

Multi-Cylinder Engine Tests—C 
W. Georgi, Quaker State Oil Re- 
fining Corp. 

Joseph A. Moller, 
Pure Oil Co. 
L. A. Blanc, 
Caterpillar Tractor Co. 
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Thursday, April 24 
2:00 P. M. 
President’s Address 
N. H. Weber, President 
National Petroleum Assn. 
“Petroleum in Two World Wars” 
E. DeGolyer, 
DeGolyer, MacNaughton, & Mc- 
Ghee, Appraisal Engineers 
“Aviation Spreads Its Wings” 
Lauren D, Lyman 
Assistant to the President, Unit 
ed Aircraft Corp. 


Friday, April 25. 


Breakfast—9:30 A. M, 
“Defense Requirements for Lubricat- 
ing Oil” 
P. M. Robinson 
Assistant to the Consultant, Pe- 
troleum Unit, Office of Produc- 
tion Management 
“Britain’s Battle” 
Brinley Thomas 
Montreal, Quebec 
“The Mutual Interests of the West- 
ern Hemisphere” 
Nelson Rockefeller, 
Co-ordinator of Commercial and 
Cultural Relations between the 
American Republics 


Ohio Safety Group 
Meets April 15-17 


N.P.N. News Bureau 

CLEVELAND, April 7. 
Program of the Petroleum Sec- 
tion of All Ohio Safety Con- 
gress, April 15-17, at the Neil 
House, Columbus, will include 
a talk on “Safety Practices at 
Smaller Bulk Plants”. The 
speaker has not yet been se- 
lected, but is scheduled to be 
a member of Ohio Petroleum 
Marketers Assn. Talk will be 
given at 2 o’clock, April 15. 

G. R. Fenner, Pure Oil Co., 
Columbus, is this year’s section- 
al chairman, with J. R. Cuth- 
bert, Standard Oil Co., Lima, 
as vice-chairman, and R. W. 
Warfel, Ohio Petroleum Mar- 
keters Assn., Columbus, as sec: 
retary. 

These officials, in collabora- 
tion with the Division of Safe- 
ty and Hygiene, Industrial Com- 
mission of Ohio, sponsor of the 
Congress, have completed the 
tentative programs for the ses- 
sions. 


Illinois Names C. T. Smith 
As Compact Representative 


N. P.N. News Bureau 

CHICAGO, April 5.—lIllinois, 
fourth ranking producing state 
in the country, was one step 
nearer conservation of oil this 
week following the appointment 
by Gov. Dwight H. Green of 
Clarence T. Smith, conservation 
proponent, as Illinois represent- 
ative on the Interstate Oil Com 
pact Commission. 

On the heels of this announce 
ment came reports from the II- 
linois capitol that the new Re 
publican administration was 
about to take the next step and 
propose conservation legisla 
tion. Reports are that the ad- 
ministration will seek legisla 
tion approving a minimum al 
lowable of 40 bbls. per well, ex 
cept where the prevention of 
underground waste makes nec- 
essary further reduction in the 
per well allowable. A 34% 
production tax also will be pro 
posed, it is understood. 

Indications are that the ad 
ministration’s proposal for state 
regulation of oil production will 
not go unchallenged. Opponents 
of this type of regulation are 
now girding for a battle to be 
fought on the introduction of 
the conservation measure. Press 
dispatches from Springfield are 
to the effect that the fight 
against oil proration will be led 
by John Steele, for lieutenant 
governor, who served as gov: 
ernor for a short period afte) 
the death of the former Gov. 
Horner. 


Production Drops 


While Illinois production of 
oil has fallen nearly 200,000 
bbls. daily from its all-time high 
of 517,000 bbls. daily reached 
early in July of last year, the 
state has consistently been pro 
ducing around 325,000 bbls. daily 
for the past months, and observ 


Joins Compact 





Clarence T. Smith 


ers in the field expect that th 
level of production could co 
tinue at around that figure 

Mr. Smith, Illinois’ new con 
pact representative, is a Flor 
Ill., attorney, an Illinois dire: 
tor of the Independent Pet 
leum Assn. of America, and 
director of the Independent P: 
ducers Assn. of Illinois. H 
graduated from University « 
Illinois in 1925, returned | 
Flora, where he served 2 terms 
as states attorney of Clay cou 
ty. For the past 5 years his e! 
fort has been devoted to lega 
and legislative work concerning 
the oil industry. He was autho) 
of several measures affectin; 
the industry which have bs 
come law. 

“IT am deeply appreciative o! 
my appointment by Gov. Dwight 
H. Green as the Illinois mem 
ber of the Interstate Compact 
Commission,’ Mr. Smith said 
following the announcement of 
his appointment, 


N. Y. Compact Membership 
Hinges on Pennsylvania 


NEW YORK, April 7.—Legis- 
lation which would make New 
York state a member of the In 
terstate Oil Compact Commis 
sion now rests before Governo) 
Lehman for signature, but New 
York’s entry into the compact 
rests on more than the govern 
or’s approval alone. 

As introduced by Representa 
tive Ostertag, the bill carries a 
provision that it will not be- 
come effective until or unless 
Pennsylvania enacts a_ similal 
law. There has been “talk” 
among some Pennsylvania leg- 
islators to seek membership in 
the compact, according to re 
ports, but as yet no bills car- 
rying this proposal have been 
submitted. 

The move by 
enter the Compact has_ been 
closely watched by other oi! 
producing states, since activity 
in the compact has been con. 
fined thus far to the western 
section of the U. S. 


New York to 


Oil Compact Extension 
To Be Studied April 14 


OKLAHOMA CITY, April 5. 
Interstate Oil Compact Commis 
sion at its meeting in New Oi 
leans April 14 will study th 
form of the extension of the 
compact agreement for execu 
tion by the states and for ap 
proval by Congress. 


Commission was invited to 
New Orleans by Gov. San 
Jones. Cole Oil Investigatin: 


Committee has accepted an ir 
vitation to attend meeting whil: 
on its tour of inspection throug! 
Louisiana, Texas and Arkansa: 
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Anti-Diversion Bills 





Pass 


As State Lawmakers Adjourn 


N.P.N. News Bureau 

NEW YORK, April 7.—Trend 
toward keeping highway rev- 
enue out of “general” or “re- 
lief’ funds was noticeable when 
the legislatures of Oregon and 
West Virginia adjourned sine 
die after passing bills which will 
submit anti- diversion constitu- 
tional amendments to the vot- 
ers at the next general elec- 
tions. Three states passed anti- 
diversion resolutions during 
current sessions, and if approv- 
al of the voters is obtained, the 
total will jump to 16 states now 


protecting highway funds by 
law. Nine other state legisla- 
tures are considering anti-di- 


version bills. 

Among “oily” bills introduced 
last week is a California pro- 
posal to increase the gasoline 
tax from 3 to 4c a gal. This 
bill was referred to the Revenue 
Committee. An Illinois bill in- 
troduced sought to compel drill- 
ing of offset wells, and a Texas 
bill would require all persons 
or companies engaged in pro- 
ducing or handling natural gas 
to make all well connections. 
Regulation of the transportation 
of inflammable liquids is sought 
in a Rhode Island measure. 

Three Arkansas bills, signed 
by the governor last week, be- 
came law. One prohibits strap- 
ping, discounting, docking or 


shorting of crude oil for waste, 
shrinkage or other purposes; 
another permits co-operative 
agreements between the Depart- 
ment of the Interior and the 
state Oil and Gas Commission; 
and the third enacts a new state 
motor fuel tax law. 


18 Legislatures Adjourn 


Eighteen states have com- 
pleted their current legislative 
sessions with the adjournment 
of New York and Maryland late 
last week. Before its adjourn. 
ment on March 7, the North 
Dakota legislature had granted 
$25,000 for construction of a 
state industrial alcohol plant, 
and passed a law prohibiting 
the sale of tractor fuel with an 
octane rating below 25 during 
1941, raising to 30 octane there- 
after. North Dakota also re-en- 
acted a lec per gal. tax on gaso- 
line and a 2% retail sales tax 
which exempts” gasoline on 
which a special tax has already 
been paid. 

The Washington legislature, 
after threatening several severe 
restrictive measures Over oil, in- 
cluding regulation of retailing 
and wholesaling of-motor fuels, 
adjourned March 15, with vir- 
tually the only adverse bill 
which passed, imposing a 5c per 
gal. tax on all diesel fuel used 
by motor vehicles except those 
on farms. 











NPN’s LOg On Oil Legislation 








Oil legislative information, sum- 
marized below, is based on reports 
deemed reliable although NATION- 
il, PETROLEUM NEWS assumes no 
responsibility for the accuracy or 
completeness of this information. 


Congress 
Changed Status 

HR-4276, Rabaut, Mich. 

Includes $2,325,000 for Anti-Trust 

Vision, an increase of $1,001,200 

er this year. Passed House. 
HR-4124, Taylor, Colo. 

Includes $4,500,000 for Navy to 


625,000 bbls. of 100-octane avia- 
gasoline for storage. Signed by 
Sident 
Bills Introduced 
California 


\-2583, Heisinger 
‘reases gas tax from 3 to 4e¢ a 
To Revenue Committee. 
Illinois 
H-458, Powell 
-equires owners of oil and gas 
is being drilled to file logs of 
se wells with county clerk of the 
nty in which the well or wells 
ted To Conservation Com- 


located 


Minnesota 
S-1268, Welle, Miller 
rovides for refund of gasoline 


es when commodity is destroyed 





PREL @ 


1941 





by fire, flood, or tornado. To Motor 
Vehicles and Motor Tax Laws Com- 
mittee. 
Pennsylvania 

S-479, Heuburn 

Requires additional statements to 
accompany application for registra- 
tion and re-registration of motor ve- 
hicles carrying inflammable liquids, 
specifying required construction and 
equipment To Highways Commit- 
tee. 

Texas 

H-834, McCann, et al 

Compels = any person, company, 
partnership or agent engaged in pro- 
duction, processing, transporting of 
natural gas in Texas to make all 
well connections To Oil, Gas and 
Mining Committee 


Changed Status 


Illinois 
H-494, Tuttle 
Compels drilling of offset 
To Conservation Committee 


wells 


Kansas 
H-361, Roads and Highways 
fequires inspection of petroleum 
products; applies to manufacturers, 
importers and distributors 
Senate 


Passed 


Michigan 

S-63, Logie 
Amends act 
surety bonds on 


requiring cost or 
wholesale gasoline 








distributors to be paid by state. 
Passed House. 
Minnesota 
H-374, Covert, et al 
Raises gasoline tax to 4¢ a gal. 
effective 20 days after approval. 
Passed Senate. 


Approved 


Arkansas 

H-297, Budget Committee 
Appropriations for operation and 
maintenance of gas and oil cOmmis- 
sion for period ending June 30, 1943. 
H-495, Machin, et al 

Permits co-operative agreements 
between Department of Interior of 
Federal Government and Arkansas 
Oil and Gas Commission. 
H-640, Hampton 

Asks for new state motor fuel tax 
law. 
S-212, Byrd 

Prohibits strapping, shorting, dis- 
counting and docking of crude oil 
for waste, shrinkage or other pur- 
poses. 

Georgia 

HR-44-239B, Sabados, et al 

Suspends collection of gasoline 
taxes on fuel used for government- 
owned training planes. 


Coal Proponent Would Use 
‘New Sources’ of Gasoline 

N.P. N. News Bureau 
WASHINGTON, April 5. 
Federal Government should en 
courage discovery of new 
sources of motor fuel such as 
coal, oil shale and farm crops, 
Sen. Davis, Pa., has told Senate, 
in speech urging action on his 
bill (S-357), to establish labora- 
tory to find new uses for anthra 
cite coal. 





Sardine ‘Gas’ Low Octane 
Says UOP Chemist 


CHICAG®SO, April 5. 
Spiking rumors that Japan 
may use sardines for con- 
version into gasoline (See 
NPN, March 19, p. 18), Dr. 
J. C. Morrell, Chicago, asso 
ciate director of research for 
Universal Oil Products, ex- 


plained today that while 
gasoline has been obtained 
from Menhaden herring, 
palm trees, shale oil, and 


many similar items during 
the past 15 years, the octane 
rating of the product is so 
low that drastic treatment is 
necessary to make it use 
able. 

“Gasoline can be obtained 
from any oily source contain- 
ing hydrocarbons--even the 
human body holds enough 
chemicals to produce gaso- 
line. As to the sardine situa- 
tion, there would be hardly 
enough of them to produce 
any worth-while amount,” 
Dr. Morrell said. 

He further explained that 


he would prefer to make 
gasoline from vegetation 
rather than sardines. “Tt 


would be a great deal easier 
than having to wait for good 
fishing weather’ before I 
could get gasoline enough to 
go driving.” 











Texas Bill Outlaws 
All Labor Violence 


Special to N. PLN. 

AUSTIN, April 5.— Violence 
has been outlawed in Texas 
labor disputes by a bill which 
passed both houses of the legis- 
lature this week and received 
the Governor’s signature. 

The bill was an outgrowth of 
the increasing number of 
strikes and violence that have 
swept the nation since the be- 
ginning of the national defense 
program, and Texas is waiting 
to see where the first test of 
the bill will be. 

The bill, which makes it a 
felony punishable by 2 years 
in the penitentiary for anyone 
to forcibly interfere with any 
person engaged in a lawful oc- 
cupation, received a heavy vote 
in both houses. 

The bill forbids the use of 
violence or threats of violence 
in any labor dispute. It pro. 
vides that any group or organi- 
zation that sends out strikers 
who make trouble is as guilty 
as the men who actually resort 
to violence. 

Efforts were made to amend 
the bill to limit its duration and 
to make it apply only to indus- 
tries engaged in national de- 
fense work. All proposed 
amendments were quickly voted 
down. 

Senator John Lee Smith, who 
sponsored the bill in the senate, 
said that under the bill “you 
can’t break plate glass windows. 
You can’t wreck automobiles. 
You can’t throw acid in work 


’ 


ers’ faces.’ 


Canada Bills Seek 
Oil Exploratory Daia 


Special to N.P.N 

TORONTO, April _ 5. Hon. 
H. E. Tanner, Minister of Lands 
and Mines for Alberta has intro- 
duced bills in the Alberta Legis- 
lature which permit the province 
to participate in the financing 
and direction of oil development 
companies, iequiring all geo 
logical and geophysical parties 
to obtain a permit from the 
government before commencing 
operations in Alberta and re- 
quiring that the results of ex 
plorations and research obtained 
by such parties be made avail. 
able to the province. 

A deleyation of oil men are 
ready to protest to M~. ‘Tanner 
against the government requir 
ing information obtained by ex- 
ploration parties, pointing out 
that in those companies in which 
the Government directly partici- 
pates, their complete geological 
data would be available. Mr. 
Tanner has promised to have 
the bill referred to be redraft 
ed. 






Wage-Hour Decision May Hit 
Local Petroleum Marketers 


(Continued from page 11) 
the connecting link between the 
interstate shipper and the retail 
stores for consumers. Products 
move continuously through the 
wholesaler without any change 
and for the most part without 
being unpacked. 


“The argument of defendants 
is based upon the _ proposition 
that since the defendants do 
not ship goods out of the State, 
and confine their activities sole- 
ly within the state of Georgia, 
that they are not engaged in 
interstate commerce, In support 
of this position counsel relies 
on the Schecter case (the deci- 
sion which invalidated NRA), 
and the following argument 
that after the purchase of 
goods and their ‘coming to rest’ 
in Alterman’s warehouse, any 
further distribution was purely 
local and did not meet the test, 
stated to be well-settled, of sub- 
sequent shipment across State 
Lines. 


Antecedent Acts Hold 


“Interstate commerce must 
have a beginning and an end- 
ing. It makes no _ difference 
whether the beginning is little 
and the ending big, or the be- 
ginning big and the ending lit- 
tle. In such a case the com- 
merce is the same throughout 
and the figures are congruous. 
Under the circumstances, Alter- 
man and his business is not any 
the less engaged in commerce 
because it does not further 
carry on the stream of com- 
merce into another State. The 
proposition that antecedent acts 
may engage one in commerce 
as well as_ subsequent acts 
would appear to be supported 
by authority and is certainly 
sound in reason. 

“If the contention that whole- 
sale grocers may remove them- 
selves from engaging in inter- 
state commerce by confining 
their sales and shipments to one 
state be correct, it must follow 
that the consequent establish- 
ment of forty-eight (48) sepa- 
rate trading areas, by states, 
and confined to state boundar- 
ies, could result without con- 
cern or interference by the na- 
tional government, and this de- 
spite the great dislocation of 
present commerce which would 
result. Such is contrary to the 
fundamentals underlying the 
adoption and employment of 
the commerce clause for the 
protection and promotion of un- 
interrupted national commercial 
intercourse, 

“The question cannot be de- 
termined on the basis of pref- 
erence or abhorrence of central- 
ization of Federal authority. 
Power to regulate commerce 
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has existed from the adoption 
of the Constitution. Fundamen- 
tally, it is the immense broaden- 
ing of the scope of commerce 
rather than centralization by 
Federal regulation which has 
called forth, (and doubtless will 
continue to require), ever-wid- 
ening application of the long 
existent power. 


No Unvarying Standard 


“The question of whether 
there is subsequent interstate 
shipment furnishes one test of 
interstate commerce, but does 
not supply a definite and un- 
varying standard which may be 
applied to all transactions to 
measure and define their inter 
or intra state character. Of nec- 
essity, each transaction and 
business must be determined in 
the light of all surrounding 
circumstances. Where, as in the 
present instance, a wholesale 
grocery business employs all of 
the instrumentalities of com- 
merce to produce a recurring 
and constant flow of goods in 


* 


commerce, and its profit and 
prosperity depends solely on 
the rate and amount of such 
flow, and an essential part of 
its business is unloading and 
delivering (frequently without 
any storage) interstate ship- 
ments; a business which has 
goods packed under its name in 
other states for Georgia distri- 
bution and is sole distributor 
in its territory for California 
and Indiana packers; which 
contracts for in advance and 
thereafter orders from out-of- 
state supplies and therefrom 
furnishes goods to carry out the 
contract, extending over a pe- 
riod of time; which by experi- 
ence Knows in advance approxi- 
mately what goods will be re- 
quired to supply its trade, and 
thus keeps only one-tenth (1/10) 
of the goods sold yearly on 
hand at any one time; which 
directly competes with out-of- 
state wholesalers, and a _ stop- 
page of which would burden 
and dislocate interstate com- 
merce, as well as other circum- 
stances in proof, such business 
is engaged in interstate com- 
merce within the terms and in- 
tent of The Fair Labor Stand- 
ards Act of 1938.” 
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U. S. Wage-Hour Law Held Applicable 
To Oil Field Workers by Texas Court 


Special to N.P.N 
WORTH, April 5. 


workers engaged in 


FORT 
Oil field 
producing oil which eventually 
finds its 
commerce are 


way into interstate 
subject to the 
S. Wage 
Law, according to 


provisions of the U. 
and Hours 
ruling handed down here March 
29 by Federal District Judge 
Wilson. 

Case in question involved suit 
by employes of R. F. St. John 
(Texas producer) attempting 
to collect overtime wages they 
said had accrued while engaged 
in the production and transpor- 
tation of oil from their em- 
ployer’s stripper well proper- 
ties. 

The oil gathered by plaintiff’s 
gathering system was then sold 
to Humble Oil & Refining Co., 
it was said. 


Contention Overruled 


Judge overruled contention 
of the producer that his opera- 
tions were within the state of 
Texas and therefore not subject 
to federal regulation of inter- 
state commerce. The fact that 
most of Texas oil is exported 
out of the state does not per- 
mit Mr. St. John his contention 
that he did not intend the oil 
to move beyond state boun- 
daries, the Court pointed out. 

“Since plaintiff (St. John) 


were struggling little oil com- 
panies, affording useful employ- 
ment to neighbors in the little 
community of Amity, I realize 
this is a harsh and unjust judg- 
ment against them,” the opinion 
read, continuing: 


Viewed as ‘Severe Penalty’ 


“It operates as a severe pen- 
alty for inability to understand 
a law about which the lawyers 
of the country, and the judges 
as well, are sincerely differing. 
As stated heretofore, no one 
will know what the law is until 
it is declared by the Supreme 
Court. It is comparable to tak- 
ing a man’s valuable property 
away from him on a plea of 
limitations. 

“All of us are, or should be, 
for the rights and fair treatment 
of labor, and likewise for em- 
ployers. Where they have the 
discretion, courts would like to 
uphold such an even balance of 
justice between them. But this 
is a ‘pound of flesh’ they have 
no discretion to deny. Such in- 
justices as may result from ap- 
plication of the law are matters 
for Congress.” 

Court also held that employes 
paid weekly or monthly salaries, 
even though they exceed the 
minimum wage, are _ entitled 
to overtime compensation under 
the act in addition to their regu- 
lar salaries. 


NATIONAL 


Dismissal Is Asked 
In Anti-Trust Suii 


WASHINGTON, April 8. 
Petroleum Heat and Power Co. 
New York, has asked District 
of Columbia Federal District 
Court either to dismiss com 
plaint insofar as it is concerned 
or to require Justice Depart 
ment to file bill of particular: 
in latter’s anti-trust suit invol\ 
ing American Petroleum Insti 
tute, Ethyl Gasoline Corp., 2° 
major oil companies and thei 
alleged affiliates. 

Stating complaint is so indefi 
nite and lacking in detail it 
cannot file an answer, Petro 
leum Heat and Power has told 
court it is primarily engaged in 
retailing fuel oil to industrial 
and domestic consumers on At 
lantic seaboard and in Chicago, 
and owns no oil producing 
property, pipelines, refineries 
or retail gasoline business. 

Its size would make it im- 
possible for it to commit most 
of acts referred to in complaint, 
Petroleum Heat and Power con- 
tends, adding it has failed to 
understand why it is alleged to 
be part of a major oil com. 
pany. Petroleum Heat and 
Power was listed in Justice De- 
partment complaint as having 
Standard Oil Co. of Indiana 
“affiliations.” 


Western Lines Concur 


On Colorado Rail Cut 

TULSA, April 8.—Western 
Trunk Line executives have 
concurred with Southwestern 
Freight Bureau in approval of 
additional reductions in petro 
leum rail rates from _ south 
western origin points to Colo. 
rado common points, according 
to word received here today. 

The new rates from. the 
Southwest, which are in_ line 
for publication as soon as nec 
essary arrangements are made, 
are based on relative reduc. 
tions made from Casper, Wyo., 
to Colorado destinations and 
represent reductions of about 
2c a cwt. or 0.0132c a gal. on 
gasoline. Reduced rates. will 
apply to certain southeastern 
Wyoming destinations. 


Royal Dutch Company 
Moves to Curacao 
N.P. N. News Bureau 
NEW YORK, April 7.—Trans- 
fer of Royal Dutch Petroleum 
Co. and all its subsidiaries, in- 
cluding the N. V. De Bataafsche 
Petroleum Maatschappij, from 
the Hague to Willenstad, Cura- 
cao, in the Dutch West Indies 
was reported March 31 in a 
notice to shareholders. 
“Shareholders will be glad,” 
the company announcement 
stated, “to know that the com- 
pany is conducting its business 
free from all control by the 
enemy and that its resources 
are on the side of the battle for 
freedom.” 
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Tanker Orders Hit 
‘World War’ Stride 


N.P.N. News Bureau 

NEW YORK, April 7.—Under 
pressure Of the defense pro- 
tanker construction at 
American shipyards has reached 
peak since 1921. 
Contracts have been let for 70 
new ocean-going tankers with 
an estimated total of 667,160 
Greatest number 
ever on order at one time was 
70—at the culmination of the 
first World war. 

Added to the 361 tankers oper- 
ating under U. S. flag as of Jan. 
1, 1941, those now on order will 
bring the U. S. fleet to 431, with 
a tonnage estimated at 4,748,515. 
Some 25 of the tankers now un- 
der construction will be com- 
pleted before the end of 1941, 
adding 300,000 to 350,000 gross 
tons to that already in the trade. 
Their speed, ranging from 13‘ 
to 17 Knots, will make them 
doubly useful for defense as 
well as peacetime purposes. 

Present fleet possesses only 
77 tankers 10 years old or less, 
while the bulk of U. S. tankers 
range between 20 and 25 years 
ft age. Oldest tanker now oper- 
iting under the American flag 


is said to have been built in 
1893 


gram, 


its greatest 


tons. 


gross 


New Tanker Contracts 


Two new tankers of 9600 
gross tons each were contracted 
for by Gulf Oil Corp. during 
March, according to the Amer- 
ican Bureau of Shipping reports. 
Bureau also reported the launch- 
ing of 3 new tankers during this 
month. They were the “E. H. 
Blum,” Atlantic Refining Co.; 
‘Stanvac Calcutta’ and “Stan- 


vac Melbourne,” Standard-Vac- 
uum Oil Co. In addition, 3 
Other tankers with a total of 
6, gross tons were com- 


— ft 


pleted, one each for Pan Amer- 
ican Petroleum & Transport Co., 
Sun Oil Co., and National Bulk 
Carriers Co. 

Need of additional oil barges 
o1 listributing products. to 
CE terminals where U. S. 


‘avy’ vessels lay in for re-fuel- 
ing, brought out by Navy de- 
Partment officials (NPN March 
14), is apparent in 


) 


12, 1941, p. 


arRit. 9. 


1941 


OIL TRANSPORTATION 








the increased activity in barge 
construction. At present there 
are 21 oil barges on order, with 
an estimated gross tonnage of 
10,895. None are self propelling. 


Vehicle Registration Up 


Special to N.P.N. 

OTTAWA, April 5. Of- 
ficial figures just published 
show total number of motor ve- 
hicles registered in Canada in 
1939 was 1,439,245, an increase 
of 3.2% over the year previous. 
Of these, 1,190,021 were passen- 
ger cars, 231,474 trucks, 2644 
buses, 12,322 motorcycles, 1148 
tractors and 305 ambulances 
and hearses and 752 cranes and 
service cars. 

Revenues from registrations, 
drivers permits and_ gasoline 
taxes in 1939 aggregated $79,- 
915,560 as against $67,475,045 
the preceding year. Gasoline 
taxes rose from $41,247,346 in 
1938 to $51,954,360 in 1939, or 
26%. 


ICC Calendar 
On Oil Trucking 


Clayton Petersen, St. Paul, Nebr., 
(MC 190, sub. 3). Issuance of a cer- 
tifiecate approved, upon compliance 
by applicant with certain conditions, 
to operate as a common carrier of 
petroleum products in bulk, in tank 
trucks, from refining and distribut- 
ing points in Kansas to Yankton, 
S. Dak., over irregular routes. 

James A. Hannah, doing business 
as James A. Hannah Motor Truck 
Service, Chicago, Ill (MC 47346, 
sub 1). Issuance of a permit ap- 
proved, upon compliance by appli- 
cant with certain conditions, to oper- 
ate as a contract carrier of petro- 
leum products, in tank trucks, from 
Lockport and Lemont, Ill., and East 
Chicago, Ind., to points in Michigan, 
Indiana, Illinois, Iowa and Wiscon- 
sin, over irregular routes, returning 
with rejected shipments. 

David Arthur Null, Hundred, W. 
Va., (MC 101590). Issuance of a 
permit approved, upon compliance 
by applicant with certain conditions, 
to operate as a contract carrier of 
gasoline, in bulk, in tank trucks, 
from New Freeport, Pa., to Smith- 
field, W. Va., over specified route. 

John Herman Groner, Jefferson 
City, Mo. (MC 101255). Issuance of 
a permit approved, upon compliance 
by applicant with certain conditions, 
to operate as a contract carrier of 
petroleum products, in bulk, in tank 
trucks, from Tulsa to Hermann, 
Clinton, Bolivar, Mexico, Columbia, 
Westphalia, Salem, and Licking, Mo., 
over regular routes, serving all in- 
termediate points thereon in Mis- 
souri, and the off-route point of 
3erger, Mo 








3 Italian Tankers 
Scuttled by Crews 


N. P.N. News Bureau 

NEW YORK, April 7.—-Three 
Italian tankers, scuttled by their 
crews the night of March 31, 
were charred junk off Puerta 
Cabello after the Venezuelan 
authorities followed the United 
States in seizing Axis and Dan- 
ish vessels lying in American 
coastal ports. Three other tank- 
ers were under the control of 
the government to prevent sab- 
otage. 

Destroyed tankers were the 
Trottiera, 6205 tons; Jole Fas- 
sio, 5169 tons, and Teresa Odera, 
8196 tons. The captured Italian 
tankers were the Bacicin Padre, 
5591 tons; Dentice, 5281 tons; 
and Alabaman, 7004 tons, the 
last named being a_ former 
American tanker now’ under 
Italian registry. 


Texas Registration Fees 
On Trucks Cut 25% 

AUSTIN, April 5.—-Registra- 
tion fees for big trucks that 
will operate on Texas highways 
after passage of the 38,000- 
pound net load limit law have 
been cut by the house as much 
as 25% 

House has sent the bill back 
to the Senate after slashing the 
rates, and also cutting out a 
provision which would make 
diesel-powered trucks pay a 
much higher fee than gasoline 
engined vehicles. The _ diesel 
fees were cut back to the same 
rate as other trucks. 


Los Angeles Oil Terminals 
To Be Better Protected 


N. P.N. News Bureau 

LOS ANGELES, April 5. 
Better lighting, fencing and 
guarding of oil terminals in the 
Los Angeles harbor district are 
expected to result from confer- 
ences recently held between rep- 
resentatives of the California 
oil industry and officers of the 
U. S. Navy and Coast Guard 
services. 

Tightening of _ restrictions 
about oil wharves and ware- 
houses has become necessary 
because of the increasing “war- 
aid traffic” now passing through 
the port. 






Rail Rate Cut Asked 
For Nebraska Crude 


ST. LOUIS, April 5.—Reduc- 
tions of from 1 to 34c a bbl. in 
rail rates on crude shipped 
from Falls City, Nebr. to cer- 
tain Nebraska and Minnesota 
destinations is proposed by ship- 
pers, according to reports from 
rails received today. 

Proposal calls for an approxi- 
mate 18.6c a bbl. rate on Falls 
City crude shipped to Kansas 
City, Sugar Creek, Mo., Omaha 
and Lincoln, Nebr.; 49.7c per 
bbl. to Fridley, Minneapolis, 
Minnesota Transfer, St. Paul 
Park and St. Paul, Minn.; and 
62.1c to Hutchinson, Minn. 


Socony to Extend 
Mid-West Pipeline 


KANSAS CITY, Kans., April 
5.—A 250-mile extension of its 
6-inch petroleum products line 
from Topeka, Kans., terminal, 
through Omaha to Sioux City, 
Iowa, was announced here to 
day by officials of Socony- 
Vacuum Oil Co., White Eagle 
Division, 

Construction will begin early 
in April, it was said. It has 
been estimated by the trade it 
would take 3 to 4 months to 
complete a line such as was 
announced by Socony-Vacuum 

The pipeline will supplement 
the company’s barging opera- 
tions on the Missouri River, 
with water terminals at Omaha 
and Sioux Citv to be utilized in 
connection with pipeline opera 
tions. 


No Fixtures Reported 

For Tanker Bottoms 
N.P.N. News Bureau 
NEW YORK, April 7.—-No 
fixtures for either “clean” or 
“dirty” bottoms have been re- 
ported since the full cargo of 
No. 2 heating oil at 62c and the 
“dirty” cargo of 30 gravity or 
lighter at 50c, 10-19.9 heavy fuel 


at 57c, both Gulf-N. Hatteras 
movement last week. Demands 
for both “clean” and “dirty” 


tonnage was said to be “very 
strong” but of the few boats 
available for April loading, 
none are for prompt positions, 
it was said. 
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Defendants, Plaintiff Granted Right 
To Probe Books in Treble Damage Suit 


Special to N.P.N. 
SUPERIOR, Wis., April 5. 
Defendant major oil companies 


and plaintiff, in civil damage 
suit resulting from Madison 
anti-trust trial, will inspect 


each other’s books to determine 
for themselves how much, if 
any, financial loss has been sus- 
tained during the alleged price- 
fixing conspiracy period. 

Both sides have been allowed 
60 days in an order issued by 
Federal Judge Patrick T. Stone 
for inspecting books, and a 
room has been set aside on the 
second floor of the Superior 
Federal Building for joint use 
of record inspectors. 

The Northwestern Oil Co. is 
plaintiff in the biggest of 24 
treble damage suits by jobbers 
and consumers filed in this dis 
trict against 7 major oil com 
panies convicted at Madison. It 
claims a loss of $750,000 and 
seeks to recover treble damages 
under the Clayton anti-trust 
act. 

Defendants Listed 

Defendants in “Superior 
group” are: Socony-Vacuum Oil 
Co., Continental Oil Co., Shell 
Oil Co., Ine., Sinclair Refining 
Co., Mid-Continent Petroleum 
Corp., Phillips Petroleum Co., 
and Pure Oil Co. 

Suits of the “Superior group” 
are “trial horses” for several 
hundred other actions that may 
be brought in the future, attor 
neys indicated. 

If the Northwestern company 
wins its suit, identical treble 
damage suits will be filed im- 


mediately by many other job 
bers for much smaller sums, 
running between $10,000 and 
$20,000, reports indicated. Suits, 
if filed, are likely to be confined 
to middle western states, includ 
ing Wisconsin, Minnesota, and 
the Dakotas, since this is this 
limit of the alleged conspiracies, 
attorneys said. 
Twin Ports Dismissed 

Last October (see NPN, Oct. 
16, 1940, p. 13) Judge Gunnar 
Nordbye, in Minneapolis, direct 
ed a verdict for the defendant, 
Pure Oil Co., in a treble dam- 
age suit filed by Twin Ports Oil 
Co. This was the first lawsuit 
based on Madison anti-trust oil 
cases. 

In the Twin Ports case, no 
damages were proved, accord- 
ing to Judge Nordbye, because 
retail gasoline prices fluctuated 
with prices paid by Twin Ports 
during 1935-36, period of the 
“conspiracy” in the first Madi 
son case. 


Robinson-Patman Hearings 
To Be Held in Chicago 
N.P.N. News Bureau 
WASHINGTON, April 7. 
Federal Trade Commission to- 
day announced further hearings 
will open tomorrow (Tuesday, 
April 8) in Chicago, in case in 
which commission alleges 
Standard Oil Co. (Ind.) violated 
Robinson-Patman Act by sell- 
ing gasoline to 4 dealers in De- 
troit area at tank car prices 
from % to 1%¢c a gallon below 
those charged other dealers in 
same area. First hearings in 
case began in Detroit, March 10. 














Persian Poet's ‘Lonely Caravan’ 
A Slur On API West-Coast Trek 








Oil Caravan News Service 
THE SHEIK’S TENT, New 
York, April 7..-“Oh Wilderness 
of Drifting Sands, Oh Lonely 
Caravan” spoke a_ poet. of 
ancient Persia, but it’s a cinch 
he’d never heard of that Cara- 
van of Revelling Riffs and De. 
lirious Dervishes who’ll set out 
on their Hegira for San Fran- 
cisco under the Crescent and 
Star of Desert-Bred “Dick” 
Wotowich next November. 
Wear your best turban and 
bring along your favorite pray- 


er rug (all infidel luggage is 
checked straight through to 
prevent mental sabotage) and 


join the Westward Ho to Cali- 
forni-O for the American 
Petroleum Institute’s annual 
meeting. Of course, it’s a busi- 
ness meeting, but why not com- 
bine “business with pleasure 
says Waste-worn Wotowich, 
peering from behind a pair of 
palms. 

What do vou get, 


what don't 


ee | 


you get? Lounge rooms, cock- 
tail hours, tap rooms, talkie 
movies, excellent cuisine, 
games and prizes, and, if the 
desert air doesn’t remove the 
cares of civilization, War and 
Wall Street will come across 
the air-waves daily. 

Who do you meet, who comes 
along on this trip? Well, the 
Sheiks of the American Petro 
leum Institute will wrap their 
robes around them and clam. 
ber aboard, so also will the 
Bedouins of the National Petro- 
leum Assn., the Western Re 
finers Assn. and the New York 
and Philadelphia Oil Trade 
Assns. Slipping hastily into 
their sandals, will be a goodly 
contingent from the 25-Year 


Club, reg’lar Sand-Blown Sons 
of the Sahara. 
Omar Khayyam was _ surely 


speaking of this Oil Men’s Frol- 
ic with his “loaf of bread, a 
jug of wine and thou!” 


Recycling Output 
Higher In Texas 
N.P.N. News Bureau 

TULSA, April 7. Texas’ 34 
recycling plants turned out a 
daily average of 25,778 bbls. of 
products during January, an in- 
crease of 3421 bbls., according 
to report of the Texas Railroad 
Commission. 

Of total products processed at 
the recycling plants, gasoline 
topped the list with output aver- 
aging 13,694 bbls. daily. Almost 
9500 bbls. daily of raw conden- 
sate was produced without fur- 
ther processing, together with 
622 bbls. of kerosine, 675 bbls. 
of butane and 1379 bbls. of “oth- 
er products.” 

Four new gas reservoirs were 
discovered during the month, it 
was said, bringing total in the 
state to 476. 


Army's ‘Gas’ Demand 
Seen As Rich Peril 


N. P.N. News Bureau 
WASHINGTON, April 4. 
German army can operate al- 
most indefinitely on available 
supplies of petroleum, but en- 
forced curtailment of civilian 
and industrial consumption is 
certain to have adverse effect in 
long run, Dr. R. E. Wilson, Of- 
fice of Production Management 
oil consultant, told American 
Assn. of Petroleum Geologists 
at organization’s 26th annual 

meeting at Houston, Tex, 
Estimating average present 
petroleum consumption of Ger- 
man army at somewhat less 
than 100,000 bbls. daily (which 


may jump as high as 400,000 
bbls. daily during blitzkrieg), 


Dr. Wilson said he was unable 
to predict whether or not axis 
oil shortage will seriously ham- 
per Germany and Italy this sum- 
mer. 

After noting, for comparative 
purposes, that Germany and 
France each consumed 150,000 
bbls. and Italy 60,000 bbls. daily 
before war broke out, Dr, Wil 
son indicated Roumania as like 
ly source for additional petro 
leum this year. 

He stated, however, Germany 
and Italy would be fortunate if 
they can secure 50,000 bbls. dails 
from Roumanian fields in 1941 
due to limited amounts which 
can be transported by rail and 
up Danube river by barge. Oil 
received last year by axis pow 
ers from Roumania is estimat 
ed at 30,000 bbls. daily. 

German synthetic oil plants 
have been estimated by Dr. Wil 
son as producing 80,000 bbls. 
daily (about 80% capacity due 
to British bombing). Produc 
tion of crude in area controlled 
by Germany is running around 
25,000 bbls. a day, Dr. Wilson 
said, adding that imports from 
Russia have totaled no more 
than 15,000 bbls. daily due to 
various difficulties, not the least 
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of which is Russian inability 
produce enough for domestic d 
mands. 

Dr. Wilson expressed beli 
that German activities in B 
kans are not designed to secu: 
new sources for oil in Ne; 
East, because of transportatio: 
problems and distance, despite 
ideas of some persons to t} 
contrary. 


Canned Oil Savings 
Outlined by Hochuli 


N. P.N. News Bure: 

CHICAGO, April 5.—In the 
short space of about 6 years the 
public has become so accus- 
tomed to the purchase of mo 
tor oils in cans that it would 
probably be impossible for the 
industry to revert to its former 
method of distributing oils in 
bulk, Walter Hochuli, Chicago, 
central division manager, The 
Texas Co., told the packaging 


conference of the American 
Management Assn. here this 
week. 


He outlined how the industry 
was faced with the substitution 
of branded oils at the service 
station, and said that while 
various methods to protect vol- 
ume and quality reputation of 
the oil had been tried, ‘it soon 
became apparent that the only 
method was to provide a pack 
age that would be destroyed 
once the product was sold”. In 
this respect, the 1 and 5 quart 
sealed cans were successful 
from the start, he added. 

Changing the distribution of 
oil from bulk to cans increased 
the cost to the refiner by about 
10c per gal., Mr. Hochuli esti 
mated. He explained, however, 
that this cost probably has 
been cut in half by indirect sav 
ings in this method of distribu 
tion, so that the industry Is 
paying about 5c per gal. for 
the protection of its products 
and brands. 

Indirect Savings Told 

Indirect savings listed by M) 
Hochuli were in the cost and 
reconditioning of drums; elim! 
nation of investment and main 
tenance of lubsters at stations; 
increased earnings from great 
er volume sales through elimi 
nation of substitution; and re 
duction of inventory at bulk 
plants. 

Service stations, he added, 
have been able to discontinue 
the use of from 4 to 10 lubsters 
and thus have the advantage 0! 
additional space in a_usuall) 
over-crowded building. 

“Tt has taken away from th 
honest dealer the stigma of sus 
picion that he might be dispens 
ing oil of questionable origin in 


the same manner as the less 
scrupulous dealer. It has e! 
abled the dealer to use the 


packages, which are general's 
very attractive, for display pu 

poses .. . on his islands, in his 
windows or on his shelves.” 
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CANTON,OHIO.. 


This is fifth in series of NPN 
articles on how defense projects 
are affecting oil marketing in 
various sections of the U. S. Next 
article. about Virginia, will ap- 
pear in an early issue.—Editor. 





Bulk Plant, Station Expansion 


Expected to Follow ‘Gas’ Boom 


—_— of industrial 
cities in the mid-western steel region, 
which are booming with defense or- 
ders, is Canton, Ohio, where employ- 
ment is now at a record high level 
and gasoline gallonage of some mar- 
keters is aS much as 30% above last 
year. 

Increased gasoline consumption has 
been marred—from a profit § stand- 
point—by continuance of a price war 
that started several years ago. But 
even that is improving now. Until 
recently, the tank wagon price for 
nationally-advertised ‘‘regular’” gaso- 
lines was 6.5¢c ex tax. Service station 
prices were generally only lc or 2c 
above tank wagon; in some instances 
the apparent margin was only half 
a cent. 


Low price spurred oil marketers to 
reduce operating costs with efficient 
equipment—several brand-new _ tank 
trucks are to be seen on Canton 
Streets. Marketers are also pushing 
“plus profit” items, lubrication serv- 
ices, accessories and merchandise not 
usually sold through stations such as 
card tables, electric irons, washing 
machines and other household appli- 
ances. One oil marketer set a record 
of selling more batteries of a national- 


ly-advertised brand than any other of 
the manufacturer’s distributors in 8 
states. One station sold over $30,000 
worth of tires last year. 

Despite the price war, new stations 
have been built—-several are build- 
ing now, others are planned—at new 
locations in Canton while several 
existing stations are being completely 
rebuilt. 

In Canton, as in other cities, some 
marketers report they are cutting 
loose from their low-volume outlets 
which they do not believe possible 
of improvement. This permits the 
management to give more time to im- 
proving merchandising at the good 
stations; it also saves money that can 
be spent on new equipment to boost 
sales at these outlets with large po- 
tential business, it was pointed out. 
One company said it was content to 
hold its gallonage to a modest gain 
for the first half of 1941 while getting 
rid of the “cats and dogs” among its 
outlets and building up the volume at 
its good locations. 

Several marketers indicated they 
were marking time on station build- 
ing and expansion plans, pending im- 
provement in the price structure. In- 
dications are that this may come about. 


So that there will be no danger of inter- 
rupting its production on defense contracts, 
The Timken Roller Bearing Co., Canton, is 
installing a stand-by oil burning equip- 
ment for use in case its supply of nat- 
ural gas should fail. Construction picture 
above shows three 385,000-gal. tanks to 
hold fuel oil reserves. In addition, Timken 
is putting six 20,000-gal. underground 
tanks and a 100,000-gal. aboveground tank 
for storage of miscellaneous oils used in 
its manufacturing processes 


In the last 60 days, there have been 
advances totaling a full cent in tank 
wagon price postings, reaching 13c 
(including 5.5¢c tax) during the week 
ended April 5. 

Bulk plant expansion by _ several 
marketers also hinges on improvement 
in the price structure. They foresee 
that seasonal increases in gasoline con 
sumption this summer, coming on top 
of present gains—-and continued gains 

in gallonage due to the defense 
boom, probably will require more 
tankage and maybe additional trucks. 


Gasoline consumption in Canton 
probably runs around 1,500,000 gals. 
a month. There are about 210 active 
retail outlets which means an average 
volume of 7000 gals. per month. But 
this doesn’t give the picture because 
there are some stations operating on 
apparent margins of 1c or less above 
tankwagon which do 30,000 to 50,000 
gals., and more, per month. There 
are about 65,000 cars registered in 
the county and on a Saturday after- 
noon it seems that most of them are 
in Canton. Streets are jammed with 
traffic, all parking lots anywhere near 
downtown have “lot full” signs out. 

All indications are that Canton is in 
the midst of a boom right now. There 








BELIEVE IT OR NOT—This outlet did 52,000 gals. in one month (June, 1940) 
and now pumps better than 30,000 a month, according to records of dealer 


and supplier. Price sign indicates a margin of lc above tank wagon price 





NEW STATIONS ARE BUILDING in Canton, despite price war and difficulty 
in finding lessee operators. This new Sunoco station is on main route to 
Akron and Cleveland 
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READY TO OPEN is this new Shell station, about 100 yards down the 
street from Sunoco station above 





are more than 40,000 people employed 
in the city, some commuting from 30 
or 40 miles distant. City itself had a 
population of 108,401 by the census 
in 1940. Back in 1900, population was 
only 30,000. New car sales were up 
27% in first two months of 1941; new 
trucks, up 51%; and used cars and 
trucks, up 40%. Industrial employ- 
ment was 26% above a year ago. 

This prosperity has been reflected 
in gasoline consumption. Gallonage 
gains for 5 widely-advertised brands of 
gasoline in January-February this 
year as compared with same two 
months of 1940, were: 30% ; 21%; 14%; 
12%; and 8%. 

But the boom has brought in its 
wake the problem of increased labor 
costs and finding replacements for 
station men who have left to take 
jobs in industrial plants. 

Advertisements for station attend- 
ants or lessees appear in the local 
newspaper almost every day. In the 
March 24 issue, 3 such “ads” appeared 
and 2 of them indicated they were in- 
serted by major companies. Some of 
these “ads” had run 8 or 10 times 


Typical Classified Ad 




















207 2nd NE. 
FOR LEASE—2 Super Service Sta- 

tions on a good proposition, in 
§ good neighborhood locations, 
both fully equipped. If you are 
0 physically handicapped and un- 
)- able to obtain employment in lo- 
- cal plants investigate these sta- 

tions. Box J-359, Repository. 
FOR SALE—Modern hardware an 
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The above advertisement appeared under 

Business Opportunities” in the classified 

section of The Canton Repository, Feb 
11, 194] 


during the preceding month. Several 
weeks prior to this there was an “ad” 
offering for lease 2 fully-equipped 
super-service stations and _ soliciting 
inquiries from men who “are physi- 
cally handicapped and unable to ob- 
tain employment in local plants” (see 
cut). 


Another ‘ad’? on March 15 read: 


“Attention gasoline station at- 
tendants. Now is the time to 
make that change in employment. 
I can use 3 men interested in about 
70c an hour to start.” 


There was no indication as to what 
business the advertiser was engaged 
in. Quite likely he had decided, as 
other industrial personnel managers 
have, that station attendants are handy 
with tools and have an aptitude for 
training as semi-skilled and_ skilled 
workmen. At 40 hours a week, even 
with no overtime, that “ad” offers 
better pay and much shorter hours 
than that prevailing at many stations 
in Canton. Some marketers find that 
the shorter hours feature is sufficient- 
ly attractive, alone, to pull men away 
from the stations. But, they point out, 
some men drift back to the ‘stations 
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MAKING ASSURANCE 
DOUBLY SURE... 


THE USE of the Furfural Refining Process, or the 
Solvent Dewaxing Process is the first assurance of high 
operating efficiency at low operating cost—but that is 


not all. 


To assure the latest technical improvements—and 
greatest efficiency of plant operation, the Texaco Devel- 
opment Corporation supplies all technical information 


for the design of the licensee’s plant. 


After the plant has been constructed by an accredited 
construction company, the Texaco Development Cor- 
poration cooperates in putting it into quick operation 
by making available its own highly trained personnel 
to start the plant, and to train the licensee’s men to operate 


it efficiently in the shortest possible time. 


In all cases the licensee, with its own personnel, makes 


the acceptance test of the completed unit. 


TEXACO DEVELOPMENT CORPORATION 
A Subsidiary of The Texas Corporation 


26 Journal Square ° Jersey City, N. J. 
































after a taste of the fast pace in the 
industrial plants. 

What to do about increased labor 
costs and continued narrow margins, 
has dealers and their suppliers scratch- 


ing their heads. Larger volume due 
to the defense boom is helping some. 
Selling more accessories and _lubri- 
cation jobs is another objective. 


One marketer cited how one of his 
dealers had decided he couldn’t sell 
batteries but was persuaded to put 
on a selling drive on this item. He 
did. Sales increased and so did his 
enthusiasm. Result was that between 
October and March, this station sold 
over 100 batteries. Normally, he sold 
only half dozen batteries a year and 
then probably only because the custo- 
mer asked for them. 


Remodeling at another station, this 
marketer added, has tripled the lessee’s 
sales of accessories. 


Awortuer marketer has taken on 
about 150 household items not gener- 
ally sold at stations and wholesales 
them to his dealer outlets. In addi- 
tion, this marketer has put a station 
in front of his bulk plant and stocked 
the showroom with all sorts of auto- 
motive accessories and many house- 
hold items. Just the display, without 
high-pressure selling, seems to sell, 
he said. For example, in March he 
sold 4 washing machines and several 
refrigerators at this one station. His 
Station attendants are paid well and 
in addition make from $2 to $6 per 
day in commissions on sale of these 
“plus profit” items. 


This marketer has an ambition to 
build a “shopping center” on the edge 
of town, with gasoline pumps, plenty 
of parking space and a large display 
room to sell refrigerators, washers, 
fans, lamps and other household ap- 
pliances. His selling method is simply: 
“Put a price tag on the item, make it 
competitive with the big stores, dis- 
play it attractively and the customer 
will sell himself.” 


Another marketer operating in Can- 


2% 


sean OTS es ee 


BEFORE AND AFTER are shown in same picture here. 
station building which is still in use while new building is being constructed 


ton has gone even farther into the 
wholesaling of household merchandise. 
His tank trucks and_ stake-bodied 
trucks boast that the company handles 
“over 1100 items”. 

“Our plan;’ this marketer explained, 
“is to handle only nationally-advertised 
items—radios, batteries, refrigerators, 
washing machines, tires and a thou- 
sand other items. They have con- 
sumer acceptance; prices are general- 
ly standardized and customers are 
familiar with what the stores are 
charging. So, when they drive in and 
see our price is the same, they figure 
what’s the use of getting tied up ina 
traffic jam, why not buy here.” 


“No station sells all of our items. 
Dealers pick the merchandise they 
think they can push, but their ideas 
vary greatly. For example, one sta- 
tion hangs card tables from the ceil- 
ing of his station. The tables are 
strong and the brand name _ well- 
known. Price is the same as in the 
store advertisements. So, this dealer 
sells several card tables each week. 
Gross profit is $1.50 at list price of 
$4.” 

This marketer has had some diffi- 
culties in keeping station lessees—as 
have virtually all companies in Can- 
ton. But he has lost fewer than most 
companies. And he attributes this to 
the “plus profits” from the accesso- 
ries and merchandise sales. Proof 
of this is fact that another company 
sought one of this marketer’s oper- 
ator’s for a better-located station but 
was turned down, the lessee saying 
he was making too much off the “plus 
profit” items to be interested in the 
change. And this story came from the 
company which was turned down, not 
the marketer. 


To combat the Canton price war, 
local dealer association leaders have 
joined with those in other Ohio cities 
to obtain enactment of a law to pro- 
hibit sale of gasoline at less than 
“cost”. A bill, patterned after the 
Michigan statute (See NPN, April 2, 
1941, p. 26), is now pending in the 
Ohio legislature. 


Service station postings in Canton 
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To the left, is old 





during last week of March on adver- 
tised brands ranged from 12.5c to 16c 
including 5.5c tax. Tankwagon price 
then was 12.5c including tax. There 
were several stations selling national- 
ly-advertised brands of “regular” gas- 
olines at 12.9c which left them an ap- 
parent margin of only 0.4c. But a 
few weeks prior to this one of these 
12.9¢c stations was selling at 11.9c when 
the posted tankwagon price was 12c. 


Typical of the crazy-quilt retail gas- 
oline market in Canton is the situ- 
ation at one corner where an attrac- 
tive tile station sells a private brand 
and the station adjoining—equally at- 
tractive—sells a major company brand. 
Both were posting 13.5c (lc above 
posted tankwagon) on March 29. With- 
in sight of these signs is a small out- 
let of this same major company, a 
short block away, and its posting was 
14.5c. About 100 yards from this same 
corner is a major company outlet 
it is not a “station” but a converted 
house with one pump island in front, 
yet its gasoline gallonage has run as 
high as 52,000 gals. a month and is 
now doing better than 30,000 gals. 
And both the dealer and his supplier’s 
representative attest to these figures. 


“Yes, you can publish those gallon- 
age figures,’ the dealer, Earl F. Voss, 
told the NPN representative. “When 
I took over this outlet it had been 
doing about 2100 gals. a month—never 
more than 5000. My peak was last 
June when we pumped 52,000 gals. 
Besides this gallonage, we sell over 
$30,000 in tires and many thousands 
of dollars in brake linings at this 
station. Only way I can explain this 
gallonage is that when anyone in Can- 
ton wants to buy gasoline, they think 
of Cherry Street and come over here 
expecting to find the lowest prices 
in town.” 


Bor on this particular day, Cherry 
Street prices were as much as a full 
cent above postings at some other Sta- 
tions in Canton. But by end of the 
week (March 29) most of the signs 
with prices below 13c had disappeared 
and postings of 13.5¢c or better were 
general. Postings at the company- 
operated stations of one major com- 
pany were 14.5c and many independ- 
ent dealers followed this posting, with 
quite a few at 15c and at least one 
charging 16c. 

One jobber with a major company 
brand was determined ‘not to lose 
money on every gallon of gasoline I 
sell’, so he charged 15c and got it. On 
the next lot was a small trackside sta- 
tion underselling him by a full cent or 
more, but it is closed now. 


Many dealers recognize the futility 
of the price war but seem inclined 
to wait “for those other fellows to 
raise first’. Even when the tankwagon 
price went up 0.5c some weeks ago 
and company-operated stations raised 
their postings a like amount, there 
were some independent dealers who 
absorbed the 0.5¢c increase in_ tank- 
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Things sure do move when 


CHEVROLET TRUCKS 


go to work 


























Inspect these 
NEW 1941 FEATURES 


* TWO NEW VALVE-IN-HEAD 
ENGINES STANDARD: 174 
FOOT-POUNDS OF TORQUE— 
90 HORSEPOWER . “LOAD- 
MASTER”: 192 FOOT-POUNDS OF 
TORQUE—93 HORSEPOWER™* * 
NEW RECIRCULATING BALL-BEAR- 
ING STEERING GEAR * NEW, MORE 
COMFORTABLE DRIVER'S COM- 
PARTMENT. 


? 
*Optional on Heavy Duty models at extra cos 


60 MODELS 
ON NINE LONGER WHEELBASES 
.. « A COMPLETE LINE FOR ALL 
LINES OF BUSINESS 
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They have EXTRA horsepower... 
EXTRA pulling power ... EXTRA 
earning power 


There’s a lot of work to be done in this country this 
year—more material to be moved, and moved fast; more 
goods to be delivered, and delivered on schedule; more 
supplies to be hauled, and hauled promptly. 

It’s a year for heavy duty trucks with extra power— 
and that makes it a year for Chevrolets, because they are 
the most powerful trucks in the low-price field. 

There are full 90 horsepower and the tremendous 
pulling power of 174 foot-pounds of torque in Chevrolet's 
Standard engine. If you need more, there are 93 horsepower 
and 192 foot-pounds of torque—extraordinary pulling power 
for extraordinary duty—in the special heavy duty ‘‘Load- 
Master”’ engine, optional at a small additional charge. 

Be ready for peak loads— with the trucks that can carry 
them. 


CHEVROLET MOTOR DIVISION, General Motors Sales Corporation 
DETROIT, MICHIGAN 








wagon price without changing their 
retail price—-and they were not large 
volume outlets either, according to 
an association official. The association 
is pinning its hopes on enactment of 
the law against selling below ‘cost’. 

There is an independent refinery 
just outside city limits of Canton. 
This refinery gets its crude by pipe- 
line from Illinois where an affiliated 
company “got in early” on production 
boom there several years ago. Plant 
has crude capacity of 6000 bbls. daily 
and a cracking capacity of 3500 bbls. 
daily. Shipments are made by tank 
car and for-hire transports but plant 
also loads transport trucks of inde- 
pendent marketers. 

One major company has a gasoline 
pipeline running from its northern 
Ohio refinery direct to its Canton bulk 
plant. Considerable volume _ also 
comes from another major company 
refinery about 90 miles distant. Other 
sources of supply include transport 
and rail shipments from western Penn- 
sylvania refineries, Cleveland marine 
terminals and refineries in western 
part of Ohio and elsewhere. 


C anton is strategically located to 
get a good slice of defense orders 

and it is. Nature put coal mines al- 
most at the city’s door. Cleveland 
and other lake ports are 60 to 75 
miles north. Iron ore coming down 
the lakes from northern Michigan 
meets coal cheaply in this region, so 
Canton became a _ steel-making city. 
Today, it is the alloy steel center 
with about 85% of the world’s electric 
furnace capacity. Many _ industries 
using alloy steels—-manufacturers of 


vacuum cleaners, motors, bearings, 
tools and similar products--came to 
Canton. They brought in highly- 


skilled—and well paid-—machinists 
from the East and even from England 
and continental Europe. 

Skilled labor supply and alloy steel 
capacity brought a naval ordnance 
plant to Canton. Plant now going up 
on Raff road, at city’s western edge, 
will cost between 12 and 16 million 
dollars. It will make mountings and 
other parts for medium-sized and large 
guns for U. S. Navy. It will provide 
employment for 2000 or more em- 
ployes, maybe 3000 in all, when com- 
pleted early this fall. Nearly all these 
workers will be highly skilled, most- 
ly machinists. Plant will run at ¢a- 
pacity until Navy’s expansion program 
is completed, and that won’t be for 
5 years at least. After that, plant 
will be busy with maintenance and 
replacement work. So, unlike many 
defense projects such as powder plants, 
Canton Ordnance Plant will be “per- 
manently” operated regardless’ of 
whether this country gets into war. 

The Navy plant will be operated by 
Westinghouse. Local interests have 
been assured that employes of other 
plants will not be “stolen” for the ord- 
nance works. Wage scale is to be no 
higher than at other local plants 
(which is among highest in the coun- 


Skilled workers will be drawn 


try). 
from Massillon, Alliance and other 
nearby towns as well as Canton. Tech- 
nical high schools are running 24 hours 
a day training men from 18 to 35, 
and will turn out several hundred 
skilled workers this year. Even so, 
there may be a labor shortage. 

Federal authorities are planning to 
build 300 low-rental houses near the 
ordnance plant, at intersection of Raff 
road and Route 30 leading to Massil- 
lon. This housing project, plus the 
isolated location of the plant (requir- 
ing use of automobiles by workers), 
has led some oil marketers to check 
into sites for service stations in vicinity 
of the plant. 

Seven hundred homes were built and 
sold in Canton last year. Another 1200 
are expected to be built this year. 

Canton Development Corp., a non- 
profit business organization, is credited 
with bringing the ordnance project io 
Canton. But the local chamber of 
commerce has also been active in ob- 
taining defense orders for local indus- 
tries. Last fall, the chamber took a 
census of all plants and what they 
could make. In January, each plant 
was inventoried as to machines and 
even the idle time of each piece of 
equipment. This, and keeping close 
tab on defense contracts awarded at 
Washington, has enabled local plants 
to get much sub-contract work. For 
example, a vacuum cleaner manufac- 
turer is installing canvas tops on 
Army trucks driven down from Cleve- 
land. 

Industrial employment in Canton 
reached a new record last fall and has 
been climbing ever since. On March 
21, chamber of commerce totaled 27,- 
250 industrial employes on payrolls of 
68 employers reporting. Prior to de- 
fense boom, the peak was in 1937 at 
23,757 for this group; 1929 top was 
around 20,000. 


A FURTHER increase of 6000 in in- 
dustrial employment is expected before 
end of 1941. One steel company will 
soon complete a $5,000,000 expansion 
begun last year. The Navy’s ordnance 
plant will take on up to 3000 men, 
mostly machinists, beginning in early 
fall. County WPA rolls are down to 
2106 and any of these able and willing 
to work can find jobs in industry, it 
was Said. 

Five of Canton’s largest industrial 
plants had 21,842 employes during 
March and monthly payroll was $3,- 
275,936. Of these, 65% were working 
on defense orders. One of these manu- 
facturers in 1940 paid out $18,800,751 
in wages which was equivalent to 
30.9% of Canton’s total retail trade. 

Effect of this demand for labor is 
seen in city’s daily life. Women are 
now holding jobs vacated by men en- 
tering industrial plants. Women are 
running elevators, clerking at hotel 
desks. Bellhops and taxi drivers are 
youngsters of high school age. “Want 
ad” columns of the local newspaper 
are filled with offers of jobs to “men 





above draft age,” “men over 35,” “boys 
and men, 18 to 45” and similar indica- 
tions that older men are now accept- 
able. One large oil company, for ex- 
ample, hasn’t started taking on older 
men but has reduced its age limit to 


take in boys of 18 or 19 years. 


Socony Will Question 
All Company Workers 


As Defense Measure 


CLEVELAND—All employes of So- 
cony-Vacuum Oil Co. Inc. will be re- 
quested to prove U. S. citizenship and 
will be questioned about affiliations 
with the Communist Party or the Ger- 
man-American Bund “during the course 
of the next month or two”, according 
to the February-March issue of “Do- 
ings in General,” house organ of Gen- 
eral Petroleum Corp. of Calif. 

Headed “Let’s Be Prepared,” the 
house organ article states that these 
questions will be asked because of the 
“present conflict going on in practi- 
cally all the world around us, as well 
as certain laws recently passed by the 
U. S. Congress.” 

In addition to questions about U. S. 
citizenship and bund affiliations, all 
employes will be asked about rela- 
tives and the type of service in which 
they are employed, the house organ 
states, giving sample questions: 

“Do you know whether you have 
any relatives employed in the service 
of the U. S. or a foreign government? 

“Where are they? 

“What are their duties? 

“Are you in contact 
them? 

“Have you ever worked under Civil 
Service?” 


close with 


Draft Replacements 


“In connection with the Draft Law,” 
the article continues, “the U. S. on 
Sept. 16, 1940, put into effect the fol- 
lowing law: 

‘Section 8 (i): It is the expressed 
policy of the Congress that when- 
ever a vacancy is caused in the em- 
ployment rolls of any business or 
industry by reason of induction in- 
to the service of the U. S. of an 
employe pursuant to the provi- 
sions of this Act, such vacancy 
shall not be filled by any person 
who is a member of the Commu- 
nist Party or the German-Amer- 
ican Bund.’ 


“Therefore, all employes will be 
asked whether they are members of 
the Communist Party or related or af- 
fillated organizations, or the German- 
American Bund or related or affiliated 
organizations. If the individual is for- 
eign born, there are certain questions 
concerning entry into the U. S. which 
must be answered.” 


Naturalization papers, birth and 
baptismal certificates are the best 


proof of U. S. citizenship, article states. 
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‘Invisible Miles’ Offer Sales Reasons 
For Regular Car Lubrication 


INVISIBLE MILES put a burden on 
car lubricants which cannot be deter- 
mined from speedometer readings. 


These “Invisible Miles” are the EX- 
TRA MILES—sometimes even double 
the miles the speedometer registers 
which add up while the engine con- 
tinues to run while the car stands idle 
in traffic and when starting in low 
gear. 

The effect of these Invisible Miles is 
more severe on the lubricant in win- 
ter, when low temperature in the 
crankease causes greater dilution and 
contamination of the oil. The story of 
these Extra Miles makes the strongest 
kind of an argument for a drain and 
refill of oil in the Spring Change-Over. 

The above table illustrates the In- 
visible Miles through idling at traffic 
stops. The data was gathered by 2 NA- 
TIONAL PETROLEUM NEWS men 
on their regular trips from home to 
office. The Extra Miles the engine was 
turning over when the car was not in 
motion was 24% of the trip mileage in 
one instance——-nearly a quarter more 
miles than the speedometer registered. 
The table also shows the large number 
of traffic stops on these test trips ir 
city driving, and the short driving dis- 
tance between stops—conditions which 
mean the engine is operating at low 
temperatures which are most severe 
on the lubricant. 

Tests of Invisible Miles reported by 
the Lubrication Committee of the 
American Petroleum Institute in a re- 
cent bulletin, which measured the ex- 
tra work put on the engine in operat- 
ing in low gear as well as when idling, 
showed that the Extra Motor Miles, 
under all conditions, might even be 
twice the speedometer miles. These 
tests used a tachometer to register the 
number of revolutions of the engine 
at all times during a trip. 

The method used by the NPN staff 
men in measuring the Extra Motor 
Miles, only when the engine is idling, 
is Simple to follow, and is described 
later in this article. It requires no in- 
struments, other than the car speed- 
ometer and a watch with a second 
hand. The method has been approved 
by oil company lubrication engineers, 
aS a practical means for showing the 
need for regular and more frequent 
changes of crankcase oil. 

This same method can be used by 
any oil marketer, oil company sales- 
man, district manager or station man- 
ager, to secure data on Invisible Miles 
in his own community. He will learn 
the actual number of traffic stops, the 
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NPN Test Trips Record Extra Motor Miles, Through Idling at Traffic 
Stops, When Oil Suffers Dilution and Contamination 


Record of Traffic Stops 
Trip distance, miles 
Total trip time, hours & mins. 
Total number of traffic stops 
Longest traffic stop, mins. & secs. 
Shortest traffic stop, secs. 
Longest driving without stop, miles 
Avg. distance without stop, miles 
Total idling time, mins. & secs.. 
INVISIBLE MILES** 


Trip 1 Trip 2. Trip 3 Trip 4 
24.3 17.2 9.7 24.4 
1—56* 1-38 4) min 1-5 

25* 48 32 18 
50 secs. 3-57 45 secs. i5 secs 
2 secs 3 secs. 2 secs 2 secs 
2.7 Ls 4.4 
0.8 0.37 1.4 
12-48 20-26 7-13 5-4 


2.1 miles 4.1 miles 1.2 miles 0.8 miles 


The motor miles of idling in addition to road miles 


% of INVISIBLE MILES to road miles 


*Includes 5 stops for shopping when mo- 
tor was turned off. 

**Motor miles are based on 500 revs. per 
minute of engine while idling. 

On a car with a 4.1 rear axle ratio, as 
Fords, Chevrolets and Plymouth, this means 
the motor while idling is doing work equiv- 
alent to propelling the vehicle 880 ft. per 
minute. Multiplying S880 by minutes of 
idling time, and dividing this amount by 
5280 gives number of motor miles, in addi- 
tion to road miles, the engine accumulated 
on the trip while idling. 

Trip 1] was made Sunday March 16, in a 
general residential territory with a number 
of community shopping centers. Engine 
running all the time, except during 5 stops 
to shop. Temperature 28°. For warming 


9% 24% 12% 3% 


up on jeaving garage and after each of 5 
stops, 30 seconds was allowed. 

Trip 2 was from home to office and re- 
turn March 17, first day of the blizzard 
Temperature was 8°. No stops made except 
for traffic, engine running all the time 
Temperature gauge did not reach normal 
during entire trip. 

Trip 3, March 18, was from a suburban 
district into downtown Cleveland, by a 
short route but where traffic is congested 
No stops except for traffic. Temperature 
16°. Engine running all the time 

Trip 4, March 19, was between the same 
points as Trip 3, but over a longer route, 
with fewer traffic lights. No stops except 
for traffic. Temperature 26°. 





short driving distances between stops, 
and the actual time the engine spends 
in idling. These are Extra Motor Miles, 
and the story on Invisible Miles wil! 
be more effective as an argument for 
change of motor oil this spring, if 
based on tests in an oil company’s 
home town. 


The more oil marketers who make 
these tests in their own communities, 
the more impressive on the motoring 
public generally will be the story of 
Invisible Miles as showing the need for 
regular and more frequent changes of 
oil; not only in the spring, but also 
throughout the year’s driving. 

With this data on how many extra 
trip miles there are the oil market- 
er’s service station men can tell of 
the severe conditions that are imposed 
on lubricants in the engine and what 
happens to crankcase oil when driving 
in traffic. 


Can Damage Engine 


In winter driving particularly, where 
the engine idles frequently in traffic 
stops, it is difficult to attain normal 
operating temperature. Because of 
this, the vapors and gases that reach 
the crankcase cannot be driven off by 
heat, and they remain to cause dilu- 
tion and contamination of the oil, 
which may lead to engine damage. 

“It is likely that the temperature of 
the oil in the crankcase doesn’t get 


above 80° to 100° during an entire 
trip of 10 to 12 miles in winter driv- 
ing in the city, where traffic stops are 
frequent,” said one oil company lubri- 
cation engineer. “The temperature in 
the crankcase has to reach 150° or 
160° before a part of this foreign ma- 
terial will be driven off through va- 
porization. On block tests it is custo- 
mary to run the engine the equivalent 
of 12 or 15 miles, or longer, before it 
is considered the oil has reached a 
normal operating temperature and will 
maintain it. In actual driving in low 
temperatures, a longer period would 
be necessary to reach this point. 

“The driver should not confuse the 
temperature of the water in his radia- 
tor, as shown by the gauge on the 
instrument board, with that of the oil 
in the crankcase. When the water tem. 
perature may be above normal, the 
oil in the crankcase may be cool 
enough for you to stick your hand into. 

“In driving with frequent traffic 
stops, since the carburetor mixture is 
rich for idling, the accumulation of 
water vapor, blow-by carbon and un- 
burned fuel is at a higher rate than 
in normal driving in high gear. The 
low temperature in the crankcase 
means these materials remain to fur- 
ther dilute and contaminate the oil.” 

In connection with using data on 
the Invisible Miles in driving in their 
own communities, lubrication engi- 
neers say another point for marketers 
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to bring out is that these extra motor 
miles are even greater than can be 
shown by the amount of idling the en- 
gine does at traffic stops. When the 
car is accelerating as it starts up again 
after idling, and when it is being driven 
in low gear, the engine is making 
more revolutions per minute and is 
also doing more work than when it 
is propelling the car in high speed. 

Tests reported by the Lubrication 
Committee of the American Petroleum 
Institute show that the total motor 
miles, under all these conditions, may 
be twice the number of miles regis- 
tered on the speedometer. 

When the engine idles and is driven 
in low gear, in average city traffic, 
tests showed 4.2 motor miles, while 
road miles by the speedometer were 
only 2.2 miles, the Committee reported. 
Tests on the car of a salesman trav- 
eling between San Francisco and Oak- 
land, Calif. showed 91 motor miles, 
compared with 64 road miles. One 
transportation company’s records 
showed a trip of 502 motor miles, as 
against 221 actual road miles. 

“Where a car may have traveled 
1000 miles along the road (road miles), 
the miles traveled by the motor (mo- 
tor miles) in some instances may be 
in excess of 1500 miles under certain 
driving conditions,” states the Lubri- 
cation Committee’s bulletin. 


“This fact is important with respect 
te crankcase oil change, because oil 
change is measured on the basis of 
road miles as indicated by the speed- 
ometer and not on the basis of motor 
miles as indicated by the revolutions 
of the motor. 

“The motorist who drives beyond the 
oil change period recommended by his 
service station may be using oil that 
has been exposed to the heat, dirt and 
other forms of contamination within 
the motor for many more miles than 
in indicated by his speedometer.” 

The tests the A.P.I. Lubrication 
Committee reported were made with 
a tachometer, an instrument’ which 
registers the number of revolutions 
the engine makes for an entire trip, 
covering idling and when in low and 
second gear. This total number of en- 
gine revolutions for the trip is con- 
verted to motor miles by dividing it 
by the number of revolutions per mile 
the engine makes when the car is trav 
eling in high gear. Thus, motor miles 
show the distance in driving in high 
gear, for which the engine supplied 
the work on the much shorter dis- 
tance actually shown in road miles. 

Another point that makes the story 
of the Invisible Miles a good argument 
for more frequent oil changes, is that 
the proportion of Extra Motor Miles 
to speedometer miles is increasing in 
town and city driving. As traffic be- 
comes heavier, more stop-and-go lights 
are installed at crossings and each 
new light adds to the Invisible Miles 
of the cars that travel that route. 
Many oil jobbers or oil company sales- 
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men who check the traffic stops in 
their own community may be sur- 
prised at how many more stops there 
really are than they estimate. 

In compiling the Invisible Miles on 
their test trips, the 2 NATIONAL PE-.- 
TROLEUM NEWS staff men, with 
speedometer and stop watch readings, 
checked the number of stops, time the 
engine was idling at these stops, and 
distances between stops, on drives 
they take regularly. They drove in 
their usual manner. Fords were used 
by both men, one a ’38, one a ’41 model. 


Trips Made in Storm 


Two of these test trips were made 
in the Mid-March blizzard which hit 
Cleveland, and one trip was made the 
day before. Trip 2, which was made 
when the storm was at its worst, 
could hardly be called typical of all 
winter driving from residential Cleve- 
land into the downtown district. It took 
1 hour and 38 minutes to cover the 
17.2 miles from home to office and re- 
turn, when it normally can be done in 
slightly under an hour. Due to ice on 
the pavement, traffic was more than 
usually congested and for many blocks 
the car was driven in either first or 
second gear entirely. Despite this driv- 
ing in low gear, the water tempera- 
ture gauge did not once reach normal. 

While this trip was under unusual 
conditions, many thousands of cars in 
Cleveland alone were making the same 
kind of trips during the 3 days of the 
storm. Over a good part of the coun- 
try, many millions of cars were being 
operated in the same period under con- 
ditions of extreme cold and a driving 
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wind, which carried snow and salt into 
lubrication points on chassis and en- 
gine. Such conditions should make 
their owners anxious to have their 
cars thoroughly lubricated at the first 
opportunity this spring. 

Of the other 3 trips, one was made 
on a bright, sunny afternoon, the day 
before the storm, and the other 2 trips 
on the second and third days of the 
storm, when the temperature was 
higher and the snow was forming a 
mixture of slush, salt and dirt which 
splashed into chassis_ lubrication 
points. One point that impressed both 
NPN men was that the number of 
lights and other traffic stops was much 
larger than either had realized, al- 
though both had been driving these 
same routes for a long time. Neither 
man had appreciated the extent to 
which new lights had been installed, 
as traffic has increased the last few 
years in this city. It means there are 
more stops and more idling of the en- 
gine in city driving generally than 
even a few years ago, a condition 
which makes more difficult the proper 
lubrication of the engine throughout 
the winter’s driving. 

The NPN men made their test runs 
after inquiry among several large oil 
companies disclosed that they had 
made no road tests in winter driving 
to show how frequently stops had to 
be made and how much of the time 
the engine was idling. Lubrication en- 
gineers with the oil companies said 
that, while they had made no such 
road tests, they wished they had the 
actual data that probably would be 
disclosed—that it would help their 
companies sell Spring Change-Overs. 
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How To Make ‘Invisible Miles’ Test 


Here is the simple procedure by 
which anyone can make an accurate 
survey of traffic stops on any trip, to 
show, in Invisible Miles, the extra 
work that car engines do while idling: 


Arrange with someone to ride along 
with you to keep the records. Start 
out in your own car, from your own 
garage, noting the time and mileage 
at starting. Drive normally and _ fol- 
low the flow of traffic. Take the mile- 
age and driving time to each light, or 
other traffic stop, where the car comes 
to a complete halt. With the second 
hand on your watch, note the num- 
ber of seconds until you start up 
again. At the end of your trip, count 
up the total seconds in idling time and 
convert it into minutes. 


Here is the basis for converting min- 
utes of idling time into motor miles 
the extra miles on the trip for which 
the engine does the work but the car 
wheels do not turn: An idling rate of 
500 revolutions per minute is average 
for small cars. These cars have a 4.1 
rear axle ratio, which means the en- 
gine, while idling a minute, is doing 


work equivalent to turning the wheels 
122 revolutions. This will propel the 
vehicle 880 ft. Multiply your total min- 
utes of idling time by 880 and you 
have, in feet, the total additional dis- 
tance on your trip for which the en- 
gine supplied the power while idling. 
Divide this figure by 5280 (no. of ft. 
in a mile) to get the number of mo- 
tor miles. 

Here is an example from the table 
with the accompanying article: On 
Trip 1, total idling time was 12 mins. 
48 secs. (4/5ths min.) Multiplying 880 
by 12.8 gives 11,264 ft.; dividing by 
5280 gives 2.1 Motor Miles. 

These additional Invisible Miles are 
not the only interesting points a check 
of traffic stops will disclose. It will 
bring out how many traffic stops there 
are on the route you picked and how 
short the average driving distance is 
between stops. You’ll have some sur- 
prising facts your stations can pass 
on to your customers, and these facts 
are good points to use in selling car 
owners on giving more attention to 
regular and thorough lubrication of 
their cars. 
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Ideas Marketers Can Use To Boost Spring Change-Over Sales 











be helpful in preparing his talk. 


portance to marketers. 





Marketers Expected to Address Employes 
At Spring Change-Over Sales Meetings 


Even those marketers who seldom hold sales meetings as a general 
rule do so for the Spring Change-Over program. 
ing itself may be conducted by a salesman or supervisor, this is one 
occasion when the marketer himself is expected to do some talking. And 
it is up to the “boss” to at least do some preliminary planning, even 
though the details are left to his assistants. 

In this article, some thoughts are given the marketer that might 
Also some ideas based on experiences 
of other marketers on such things as “how to get the men there on 
time,” “toney” vs. “ordinary” meeting places, and other factors of im- 


Even though the meet- 








@ “Heck, I’ve been in business darn 
nigh 40 years, and if they don’t know 
about me by this time, they never will.” 

Such was the philosophy of many 
small merchants who have been, in 
many cases, succeeded by aggressive 
chain organizations, or have simply 
passed out of the picture. 

Oil marketers are sometimes faced 
with the problem of dealing with deal. 
ers, particularly some of the old timers, 
with more or less the same set reason 
ing when it comes to selling. 

“I’m fed up on this Change-Over 
business. Same old stuff year after 
year. If folks don’t know about 
changing oil and getting grease jobs 
by this time, they never will.” 

This kind of talk is often heard in 
the men’s 


“powder room” when cer- 
tain old timers have sneaked out of 


the sales meeting and are comparing 
notes on a coming sales promotion 
campaign being presented by a mar- 
keter. 

Perhaps the reason new men, par- 
ticularly in leased. stations, often 
make a better showing than the old 
timers, is that their training is still 
fresh in their minds; they take their 
job seriously and look upon every car 
owner aS a prospect to whom they 
have a sales story to get across. 

The problem of the management is 
to get this same enthusiasm instilled 
into the older dealers and keep it 
there. To do that, successful oil mar- 
keters are constantly looking for new 


ideas, or ways to present old ideas 
in a new dress. 

One idea that marketers’ might 
find helpful this year in their talk 


at the Spring Change-Over merchan- 


—Polish Your Sales Ideas 
—Pep Up Your Dealers 


dising meeting is the fact that every 
week in the U. S. 53,000 boys and girls 
become of driving age. While they 
will still be driving their parent’s cars 
for a time, a certain percentage of 
those who became of driving age just 
a few years ago are becoming car 
owners today. 


That means a constant cycle of car 
owner education that is up to the deal- 
er. Schools don’t teach these kids 
that they should change oil every 
1000 miles; that lubrication is neces- 
sary, and dozens of other things that 
older dealers have been hearing about 
for years. So long, in fact, that many 
of them think that every one already 
knows it. 


A noruer idea that marketers 
might like to play around with, pos 
sibly use in their talk to the dealers, is 
that in 1941 thousands of people will be 
driving cars who up to now have never 
owned a machine of their own. This 
factor again stresses the necessity of 
dealers actually using the many mer- 
chandising tools they have; of getting 
under the hoods and telling car owners 
WHY. 


In spite of the fact that a follow up 
system is a gold mine for dealers, 
many of them after a time see the 
follow up cards so often and get so 
tired of looking at them, that they 
feel they are old stuff to their cus- 
tomers. Yet in 1941 there will be 
thousands of people who have never 
so much as heard of a follow up or a 
“thank you” card by a service sta- 
tion. And these “war-time” car owners 


are simply waiting for some one to 
solicit their business. 


These points worked out in the mar- 
keter’s own style of presentation 
should go far to jar many a compla- 
cent dealer out of his “aw heck with it” 
attitude this year. And every mar 
keter knows that there are plenty of 
such dealers. 


Another thought that might be used 
in the “send off’? speech and perhaps 
save some headaches later is in con 
nection with advertising. 


Most marketers have their supplier’s 
advertising program, which generally 
includes mats, mailing cards and so 
on. But frequently the fact that these 
are available is not known to the op- 
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Another Good Reason Distributors Prefer 
to Deal with Socony-Vacuum: 


Youve Hitched Your 
Business to the 
Flying Red Horse 


OU DON’T NEED a telescope to spot today’s 

leading gasoline. The millions of cars that stop 
regularly at Mobilgas stations clearly point out the 
brand that is America’s Favorite. 

When you hitch your business to the Flying Red 
Horse, you handle gasoline that is first choice of 
motorists from coast to coast. That’s a real dollars- 
and-cents advantage. 

me 


For that practical reason...more and more dis- "aa 
tributors are changing to Mobilgas and Mobiloil. as 
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For Complete Details on the Socony-Vacuum Distributorship —write or wire the nearest office listed below: 


NEW YORK, N. Y. CHICAGO, ILL. °  CLEVELAND,OHIO MILWAUKEE, WISC.. 
26 Broadway 59 E. Van Buren St. 4614 Prospect Avenue 907 S. First St. 
KANSAS CITY, MO. DETROIT, MICH. ST. LOUIS, MO. DALLAS, 'UEK. 


Magnolia Petroleum Co. 


925 Grand Avenue 903 West Grand Boulevard 4140 Lindell Blvd. Magnolia Bldg. 


Socony-Vacuum maintains many other conveniently located 
service offices to give you close and fast cooperation. 


Socony-Vacuum Oil Company, Inc. 
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The eye-compelling post- 
er shown below will tie up 
your place of business 
with National Spark Plug 
Change Week. Obtain 
them from your Champion 
salesman or jobber. The 
key advertisement below 
and at the right will ap- 
pear in 7 national maga- 
zines, 9 farm publications 
and in 63 newspapers in 
rotogravure — circulation 


41,240, 613. 


pHAY' Time for the open road | 


Bey Time for new Chasmpscon| 
a seaaxVrives | 
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4 National Spark Plug 
Change Week May 5 to 1! 
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HERE'S THE 
CHAMPION 
FOR 
YOUR CAR 








REASON 4 


CHAMPIONS 


RPROFIT OPPORTUNITIES” 


NATIONAL 
SPARK PLUG 
CHANGE WEEK 
MAY 5"™-11" i 


OW is the time for all good Cham- 
N pion Spark Plug Dealers to prepare 
for the biggest profit opportunity of the 
year—National Spark Plug Change Week 
—May 5th-11th. With a 17-year record of 
success, the 1941 Change Week promises 


to exceed all others in volume and profits. 


In order to pre-sell your customers on 
changing spark plugs, Champion will make 
use of a large list of national magazines, 
farm papers and rotogravure sections of 
newspapers—each and every advertisement 
bearing down on the theme “You're Always 
Ahead With Champions” and urging all 
motorists to change spark plugs. 


In order to prepare for this big volume 


week, you should check your stock of 
Champions now. Make sure that you have 
an adequate stock to take care of 

all orders. Arrange an attractive 

window display with the help of 

our new window poster and other 

display material. Make full use of 

your new Super Sales Service Unit 

for this equipment has proved 
invaluable in making sales. 


Champion will do its part to pre- 
sell your customers on changing 
plugs during Change Week and 
if you'll do yours, you'll find 
that “You're Always Ahead With 
Champions’—both in volume yeu best spark, plug sales 


and in profits. makes of spark plugs—ae 
complete spark plug depert- 


ment in ene compect uni. 


IT PAYS YOU WELL TO STOCK AND SELL—CHAMPIONS 











Ideas Marketers Can Use To Boost Spring Change-Over Sales 





erator because the marketer fails to 
mention it on the program. 


Sometimes this is entirely skipped 
because the operator wants the mar- 
keter to go 50-50 with him. Often the 
marketer is spending his advertising 
money to promote sales for his entire 
territory and has none available for 
individual cases. By explaining this 
policy in advance, it is often possible 
to save many headaches later. 


The large companies often spend 
many weeks in planning their dealer 
sales meetings. The talks are written, 
timed and rehearsed many _ times. 
Showmanship plays an important part. 
Displays in the meeting places are 
planned to give the greatest attention 
value, yet not detract from the talk. 


Smaller marketers often do a better 
job of holding meetings than the large 
companies, because they are in better 
position to fit the meeting into local 
conditions. Planning well ahead for 
the meeting is one advantage that a 
smaller marketer has over the larger 
companies. They are in touch with 
local conditions, and would know, for 
instance, that a circus was going to 
be in town a certain day, which would 
probably upset a lot of plans and 
leave a bad taste of the whole business 
in the mouths of some of the dealers 
if the meeting was held on circus night. 


One large marketer formerly held 
his sales meetings in the ball room 
of the finest hotel in the city. Elab- 
orate lunch was served. But the very 
men that he wanted at the meetings 
always failed to attend. Such ex- 
cuses as a sick baby (perhaps a blond), 
helper’s night off, good customers in 
at the last minute for a lube job and 
so on became chronic. 


Due to a convention in town, one 
meeting was changed from the “ele- 
gant” hotel to a hall where there was 
no formality. There the attendance 
was 100%. Thereafter all meetings 
were held in the hall, with almost per 
fect attendance. It was found that 
many dealers didn’t care for the fine 
hotel atmosphere—-particularly if they 
had to come in their work clothes. 


One of the oldest problems of sales 
meetings was solved by one marketer. 
That was to get the men there on time. 
Regardless of the time announced, 
meetings were always at least 30 min 
utes late getting started. He solved 
this by giving a door prize. With 
each announcement of the meeting, he 
enclosed a chance on a prize—-to be 
drawn 5 minutes before the start of 
the meeting. To win, the dealer must 
be present. It was found that this 
$5 or $10 prize was cheaper than the 
interruptions caused by stragglers. 

For a marketer who likes to use 
a few dramatics, an idea used by one 
high-priced speaker at a meeting wil! 
be new to most operators. 






3b 





This speaker demonstrated the ele- 


ment of time in a service station by 
taking out his watch and asking an op- 
erator to step up. He then asked this 
volunteer to raise his hand when he 
thought 1 minute had passed. Accord- 
ing to this speaker, the average indi- 
vidual raises his hand in less than 30 
seconds. This is a good demonstra. 
tion to impress operators with the 
motorist’s idea of time when in a serv- 
ice station. 

These ideas on a meeting may seem 
trite to many marketers. But many 
times marketers have been so busy 
that they find themselves almost at 
the last minute without an idea as to 
what to talk about. And even if the 
supervisor or salesman does conduct 
the meeting, Spring Change-Over time 
is once that the “boss” should talk to 
the boys. 








Annual Reports 





Ohio Oil Co. 


Net profit of The Ohio Oil Co. in 
1940 was $8,733,163.99, up $7,241,077.73 
from the 1939 figure of $1,492,086.26. 
The 1940 profit equalled $1.02 per share 
of common stock after providing for 
preferred dividends, comparing with 
a net loss of 10c per share of common 
stock in 1939. The company’s 1940 tax 
burden was equal to $1.58 per share. 

During the year, Ohio Oil added 97 
miles of pipeline to existing facilities, 
one a 56-mile length of 8 and 10 inch 
line from Bridgeport, to Enfield, III. 
The remaining 41 miles of pipeline 
were added to the existing main trunk 
lines in Illinois. 

The company processed _ 7,000,000 
bbls. of crude in 1940, an increase of 
11° over 1939. Installation of a poly- 
merization unit at the company’s Rob- 
inson, Ill., plant, which will be com- 
pleted in 1941, was the only major re- 
finery expansion started last year. 

“After carefully reviewing our mar 
keting experience in the Southwest- 
ern Division over the past several years 
and fully considering our future out 
look, it was decided that the com- 
pany’s interests would best be served 
by withdrawal from that territory as 
a refiner and marketer and concentra- 
tion of its sales effort in its Eastern 
Division. This program is already 
well under way and should be practi- 
cally completed during the current 
vear,” report said. 

~~ * * 


Seaboard Oil Co. 


Disruption of export shipments both 
from the U. S. Gulf and the Pacific 
Coast were singled out by Seaboard 
Oil Co. of Delaware in presenting its 
1940 report to stockholders, showing a 





net profit of $1,301,000, or $445,000 be- 
low the 1939 figure of $1,746,000. 

“Operations for 1940 were marked 
by a disruption of export markets, re- 
sulting in a sharp decline in the com- 
pany’s gross income which was how- 
ever offset in part by reduced ex- 
penses,” report said, continuing, “De- 
cline in exports from the Gulf Coast 
made necessary severe curtailment of 
production from the company’s Luby 
field. Reduction in export shipments 
from the Pacific Coast as well as ad- 
ditional conservation at Kettleman 
Hills further affected earnings. Gradu- 
al incease in Luby outlets is in pro- 
gress, but disposition of Kettleman 
crude is a problem of some concern.” 

Seaboard’s net profit per share in 
1940 was equal to $1.05 as against $1.40 
per share in 1939. The net quick asset 
position of the company improved by 
$391,807, reaching $2,699,000. 


Gilmore Oil Co. 

Net income of Gilmore Oil Co., Los 
Angeles, for 1940, was $621,118.55, ac- 
cording to the company’s annual re- 
port. 

Gilmore paid 4 dividends during the 
vear, the first 3 of 25c each, the last 
of $1.25. Sales of gasoline and lubri- 
cating oil were 7% above 1940, reflect- 
ing, “our policy of extending our 
holdings in service station locations 
and buildings during the year,” report 
said. 

“In spite of this increase in gallon- 
age, net income from sales showed a 
decline from the previous period due 
largely to the cut in the price of gaso- 
line which occurred before midyear,” 
report stated. 


February Tire Shipments Up 

NEW YORK~— Shipments of automo- 
tive casings during February totaled 
4,910,365 units, 19.4% above February, 
1940, and 1.3% above January this 
year, Rubber Manufacturers Assn. re- 
ports. Units produced in February 
were 5,165,404, or 5.6% below January; 
5.7% above February, 1940. 

February shipments of casings for 
original equipment purposes’ were 
11.1% over January, 29% over Febru- 
ary, 1940, totaling 2,547,285 units. Ship- 
ments for replacements during Febru- 
ary reached a total of 2,216,684 casings, 
and were 8.4% below January and 8.1‘: 
above February last year. 

Stocks of automotive casings in the 
hands of manufacturers February 28 
were 10,071,857 units, which compares 
with 9,797,253 casings for January 31 
and 10,123,824 units on hand February 
29, 1940. 


Motor Car Sales Rise in January 

W ASHINGTON Factory sales of 
motor vehicles in January of this year 
totaled 500,931 units, compared with 
432,279 units in the same month last 
year, and 483,567 units in December of 
last vear. 
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Save Time ... Cut Gas Costs with these 
Stronger-Pulling Low- Priced Trucks! 
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THAT EXTRA MARGIN OF POWER _lutionary combustion chamber it forms : f= ie 2, ~~ 
makes a General Motors Truck the best jin the GMC engine. No other truck — 
performer on any haul. You not only IF IF IT ? 
save time on hills, but often pull through 

in a higher gear than you ever used be- 


fore. And you also save gas! That’s he “STEERS LIKE ATRUCK 
because a GMC develops its greater Steering saves as much as 57 rf of the . ff SNOT A 
: work at the wheel. Cradle-Coil Seats wis Wr 
a 


pulling power by burning fuel more 
efficiently— not by burning more of it. give the GMC driver the most com- 


The secret is the GMC Turbo-Top fortable ride of any truck. Try a 
Piston, pictured above, and the revo. GENERAL MOTORS TRUCK today! 


engine is like it. And no other truck 
gives you so many additional engineer- 
ing advancements. GMC Ball-Bearing 


Our own YMAC Time Payment Plan assures you of lowest available rates 


AMERICAS Loww-/Feeced 
Truck of Value 


Drivers say that GMC Ball- Bearing Steer- 
ing is the greatest comfort and safety 
development since the pneumatic tire. 


TRUCKS... Gasoline-Diesel 
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Why the Editor Believes 


You Should Read the Following Pages 


: on what “Conservation” of petroleum is under state laws has 


not always been clearly understood by many in the oil industry who are not 


active in the producing of oil. 


“Conservation” as practiced by the important oil producing states has been 


spoken of as “monopolistic” and as “restricting competition” and as otherwise 


being against the interest of various groups in the industry, especially those 


engaged in marketing. 


It is highly desirable that every oil man, no matter what his job or how 


far removed from oil producing he may be, understands clearly just what ‘“Con- 


servation” is and how it has been developed and administered and what, if 


anything, it has accomplished; for 


pressive encroachment of government on 100% 


industry. 


George A. Hill, Jr., lawyer, inde- 
pendent oil producer and refiner and 
president of the Houston Oil Co. of 
Houston, Tex., in the following ad- 
dress gives a clear and concise lay- 
men’s picture of just what is oil and 
gas conservation today and how it is 
being accomplished. Mr. Hill has been 
active in countless conservation hear- 
ings before the Texas Railroad Com- 
mission and other government bodies, 
in the development of ‘Conservation”’ 
as it is today, not only in Texas but 
in other important oil producing states. 


There are 2 big questions today be- 
fore the oil industry 


1_-Just how far “conservation” 
shall go and when does regula- 
tion cease to be true conserv- 
ing of oil and gas, and 


2--Who shall control ‘“conserva- 
tion”, the oil producing states 
or the federal government at 
Washington. 


The big oil producing states have 
thus far developed and confined con- 
s>rvation substantially to preventing 
actual physical waste as per the ideas 
and skill of the country’s best pro- 
duction engineers. These states have 
not sought to say how oil or gas shall 
be used, how they shall be refined or 
what shall be done with the products 
afterward. 


On the other hand, the attempts 
that have been made so far by the 
Federal government, President Roose- 
velt and Secretary of the Interior Ickes 
and their associates, have all gone way 
beyond the state’s definition of ‘Con- 
servation.” The most authoritative ef- 
fort by Roosevelt and Ickes, in the 
Cole bill that was before Congress all 
last session, sought to give a federal 


10 


“Conservation” is 


the first 


freedom of action 


and most im- 


in the oil 





“conservation” commissioner authority 
to regulate not just production, but 
also refining and marketing in such 
a way that prices could be absolutely 
controlled, and the type and quantity 
of products manufactured and their 
uses regulated. 


As to the fundamental need and the 
right of some arm of government to 
preserve these most valuable and ir- 
replaceable natural resources there 
can be no question in any one’s mind, 
but the big questions are just who 
will do it and how far will these au- 
thorities try to go under the plea of 
conserving ? 

Whoever undertakes to “conserve”’ 
oil and gas will unquestionably have 
basic control of this oil industry, a 
control that, if that authority chooses, 
can affect prices right down to the 
consumer, 


Whoever exercises such “conserva- 
tion” control will necessarily have a 
large organization of engineers, in- 
spectors, chemists, statisticians, econo- 
mists and all sorts of hangers-on of 
advanced government ideas. This army 
could, even for conservative ‘‘conserva- 
tion’, amount to many thousands over 
the whole country. As will be seen 
from Mr. Hill’s address, the many 
hundreds of such men that the state 
of Texas now employs for its con- 
servation work, have access to all de- 
tailed company records and already 
have great power and influence over 
the operations of an oil company. 

With such power, it is easy to un- 
derstand the extent to which govern- 
ment officials could go in regulating 
and even operating an industry, if 


they wanted to undertake ruthless con- 
trol. 


The oil marketer may be a long way 
from an oil well, but he is not very far 
away from the hand of the conserva- 
tion officers, especially if they want 
to reach out to his business. 


The great battle that is developing 
today is whether the authorities at 
Washington shall take this control of 
oil and gas under the guise of “con- 
servation”, or whether the states shall 
retain this control. This battle involves 
a fundamental of democratic govern- 
ment. 


Are people in the long run 
over the centuries—better able to pre 
serve their freedom and their happi- 
ness by keeping the machinery of their 
government close at home, as in the 
old time “town meetings”, or will there 
be more “efficiency” and fairer play 
for all if all government machinery is 
operated over a vast country by one 
highly centralized authority? 


that is 


Will government be more _ honest 
when the authority is close hv than 
when 1000 or 3000 miles away? 

Will government be more’ under- 


standing of the detail needs of its citi- 
zens if operated by those citizens them- 
selves as far as possible and even de- 
spite certain handicaps of scientific 
efficiency, or if delegated to a su 
preme authority at one point? 


On and gas conservation today, as 
can be seen from Mr. Hill’s address, 
has a multitude of details that must 
be known and understood by the rul- 
ing authority, so the question is can 
these details be handled best right at 
home in the state where the oil fields 
are, or can they be better supervised 
by bureaucracies at Washington? 


Making these questions still more 
momentous to every oil man is the 
fact that the groups around President 
Roosevelt which are making investi- 
gations and reports for government 
on industry and natural resources, are 
urging not only federal government 
control of conservation, but also fed- 
eral government regulation of the oil 
industry as a “public utility.” In other 
words, they already have gone far be 
yond the “conservation” stage, and 
have come out flat-footedly for a so- 
cialized oil industry. 


How the oil industry fares in this 
battle between “States’ Rights” and 
“Federal Powers” in the next few 


years, yes even the next f2w months, 
will determine the fate of every oil 
man’s business perhaps for all time. 

Heightening the importance of all 
these fundamental questions is the 
fact that we are in fact at war, that 
Congress has broken many precedents 
in giving practically unlimited powers 
of control of people and of money to 
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Oil Conservation Achievements Through 
The Medium of State Regulation 


By George A. Hill, Jr. 


President. Houston Oil Company of Texas; Chai-man, Executive Committee South Texas Cham- 


ber of Commerce; Vice-President for Production, 
This speech delivered March 21, 


Gunter Hotel, San Antonio, Texas 


the present encumbent in the White 
House, and that that individual has 
shown every willingness and intention 
to make use of a great many of those 
powers—if not all of them. 

Your editor, in presenting this pref- 
ace and this address by Mr. Hill, is 
depriving you of what he knows would 
be valuable information on how to 
sell oil and gasoline and operate trucks 
ete., at a profit, but he believes that 
this information is necessary for your 
personal study in order for you to re 
tain any control over your business or 
even have any business at all. 

You, Mr. Reader, no matter who 
vou are, will have to make some of 
the most important decisions of your 
lifetime and even in all history, and 
we of NPN want you to be2 as well 
informed of the basic facts as possi- 
ble in order that those decisions, what 
ever they may turn out to be, will be 
made with understanding and with 
wisdom 

So we sincerely urge the study of 
these pages and of future pages on 
these vital questions as they may ap- 
pear from time to time. W.C.P. Editor. 


Mr. Hill’s text follows: 


In an address before the Natur- 
tound Table of 
the Chamber of Commerce of the 
United States in Washington during 
the past year, upon the subject of 
State Regulation, I observed that ‘“‘the 
accelerated pace of the petroleum in- 
dustry’s advance along. technologic, 
economic and social lines is such that 
constant, periodic reexaminations are 
necessary, even for those engaged in 
the industry, to comprehend the sig- 
nificance of its broad general advance.” 
The number and variety and the 
effectiveness of such’ conservation 
processes under state regulation have 
been so improved, and so vast, in the 
immediate and very recent past, that 
the industry itself has largely over- 
looked the important public duty of 


i] Resources 


First, making known the elab- 
orate pattern of our state con- 
servation laws and _ regulations; 
and 

Second, recording in a more in- 
formative way, for better public 
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understanding, the 
results achieved. 


conservation 


It shall be my purpose to here re 
view advances made in oil and gas 
conservation in the state of Texas (as 
being typical of the oil producing 
states) and the beneficial results ac 
complished thereby, in simple terms 
understandable by the layman. The 
objective is to secure greater public 
appreciation of the infinite precaution 
in method, and of the vast minutia 
in detail, that has been developed in 
our state regulatory procedure, with 
the general approval of the public and 
the jndustry. 


American Petroleum Institute. 
1941 at Banquet of South Texas Chamber of Commerce, 


Likewise the endeavor shall be to 
make more apparent the resulting pre 
vention of physical and economic 
waste that would not have otherwise 
resulted, and to make clear to all con- 
cerned that the oil and gas industry, 
(now preeminent among all industries 
in its readiness and ability to serve 
the ends of National Defense), 
achieved this special fitness, not for 
tuitously and by accident, but by pains 
taking method and wise design. 

Early conservation legislation dealt 
with casing wells, prohibiting flambeau 
lights of natural gas, closing of wild 
wells, and the plugging of abandoned 
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wells; but present conservation laws 
and regulations are designed to pre- 
vent waste in the production, transpor- 
tation, refining and marketing of oil 
and gas, and, by the application of sci- 
entific methods, to eliminate or great- 
ly restrict underground waste, and to 
promote the greatest ultimate re- 
covery. 

What are the initial steps required 
to be taken before the commencement 
of the drilling of a well? 


Drilling Regulations 


To begin with the operator must file 
with the State Regulatory Commission 

(a) an application for a permit 
to drill, 

(b) accompanied by a map 
drawn to prescribed scale, 

(c) showing ownership lines, 
and 

(d) the distance of the _ pro- 
posed location from boundaries. 

Drilling cannot be actually com- 
menced until a permit to drill has 
been issued by the Regulatory Com- 
mission, after checking conformance 
of the location with the statewide or- 
der now in force prescribing a spacing 
pattern of one well to a twenty acre 
unit. 

These requirements assure orderli- 
ness in the commencement of a _ wild- 
cat operation. 

If the application to drill is upon 
acreage located in a field already par- 
tially developed, such application must 
conform to the spacing pattern pro- 
vided in the field rules governing the 
oil or gas field in question, and if the 
location sought is in violation of the 
general statewide order, or the local 
field rule, a hearing must be held upon 
such application, after prior notice to 
parties interested or affected by the 
proposed application. 

These spacing rules, as the result 
of progressively wider spacing, have 
resulted in the promotion of conserva- 
tion in 

(a) the conservation of reser- 
voir energy; 

(b) the increase in ultimate re- 
covery; 

(c) the restriction of under- 
ground waste; 

(d) the limitation of fire haz- 
ards; 

(e) the diminution of danger of 
blowouts; 

(f) with the consequent lessen- 
ing of development costs, and 

(g) a more orderly pattern up- 
on which to allocate production, 
and 

(h) a_ better opportunity for 
the recovery by the operator of 
the oil originally in place. 

After a discovery well is drilled, a 
hearing is held by the Regulatory 
Commission, after notice to all par- 
ties at interest, following which there 
is prescribed by the Commission the 
field rules pertaining to subsequent 
operations in such field. Evidence is 
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heard with respect to the type of 
field, the formations encountered, and 
all other available data upon which 
to predicate sound conservation rules 
and regulations, including the spac- 
ing pattern. Either the laws, or the 
rules and regulations having general 
application, and/or the field rules and 
regulations, prescribe 


(a) the weight and types of 
casing to be used (which are nec- 
essary precautions against high 
gas pressures and the elimination 
of the danger of blowouts); 


(b) the methods and depths to 
which such casings are to be set 
in the casing program for such 
field (which are necessary precau- 
tions against damage to water 
sands, danger of blowouts, etc.); 


(ec) the manner of cementing 
and the approximate amount of 
cement to be used (in order to 
more carefullly conserve the wa- 
ter resources of the state); 


(d) provisions for testing of 
casing and the casing settings be- 
fore drilling ahead, below the cas- 
ing, or completing the well (in 
order to protect against the 
dangers above referred to); 


(e) the weight and viscosity of 
drilling muds that may be used in 
a given field or area (in order to 
lessen the hazard of blowouts in 
high gas pressure areas, etc.); 


(f) provisions for proper and 
separate slush pits for the making 
of mud fluid for rotary drilling; 


(g) precautions for the preven- 
tion of fire hazards; 

(h) precautions for the preven- 
tion of waste either at the surface 
or in the strata containing gas 
and/or crude oil; 


(i) the requirement of the use 
of proper well head connections of 
a type and pressure test capable 
of controlling the producing well; 


(j) requirement of the use of 
specified blowout preventer and 
braden-heads; 


(k) procedure in relation to 
withdrawing drill pipe in order to 
prevent swabbing effect and dan- 
ger of blowout; 


(1) provision for access. to 
drilling wells by authorized agents 
of the Regulatory Commission who 
may supervise testing of well, cas- 
ing, and settings, and with the 
right to inspect the records per- 
taining to such well. 


In certain cases where, because of 
blowouts or other conditions, waste is 
being created by an operator, the 
Regulatory Commission may intervene 
and take charge of drilling or com- 
pletion operations or for the plugging 
of a well, and may even require an 
operator to kill a blowout well by the 
drilling of a directionally controlled 
well for such purpose. 


Present rules provide for proper 


engineering practices in the produc- 
tion of oil and/or gas. They include: 


(1) The prohibiting of the use 
of sweet gas for the manufacture 
of carbon black, without first hav- 
ing extracted the natural gasoline 
content therefrom; 

(2) the wasteful burning of 
any natural gas well; 

(3) the drowning of any pro- 
ductive strata with water; 

(4) the operation of an oil well 
with inefficient gas ratio; 

(5) the wasting of gas into the 
air from a well producing oil and 
gas in excess of efficient opera- 
tion; 

(6) the production of natural 
gas in excess of transportation or 
marketing facilities or in excess 
of twenty-five per cent of the 
open flow capacity of the well; 

(7) prohibiting the waste of 
reservoir energy; 

(8) prohibition of surface 
waste such as open pit storage; 

(9) prohibiting the production 
of crude oil in excess of market 
facilities or reasonable market de- 
mand; 

(10) the prevention of waste of 
oil or gas from tanks, wells, con- 
tainers or pipe lines; 

(11) prohibiting of the transfer 
of natural gas from one reservoir 
to another, i.e... when gas is ex- 
tracted from one stratum and the 
gasoline content taken therefrom, 
such dry gas must be returned to 
its original reservoir, unless used 
for lighting or fuel or under other 
orders of the Commission; 

(12) prohibits the use of sweet 
gas in flambeau lamps; 

(13) prohibits the operation of 
wells in such a manner as to af- 
ford an injury to adjoining prop- 
erty or property owners; 

(14) requires that Commission 
shall be notified of any fires, 
breaks, leaks, or blowouts; 

(15) requires that a_ separat- 
ing device be used when oil and 
gas are produced from the same 
stratum; 

(16) prohibits connecting of 
well to pipeline until owner has 
secured certificate of compliance 
with conservation laws; 

(17) prohibits swabbing of 
wells except under certain condi- 
tions; 

(18) prohibits the use of vac- 
uum pumps_ unless __ specifically 
permitted by the Commission; 

(19) defines marginal wells 
and the amount they may produce; 

(20) requires that potentials of 
wells be taken and reported to the 
Commission; 

(21) requires that the amoum 
of oil and/or gas produced be re- 
ported to the Commission; 

(22) provides that shooting or 
treating of wells shall be done un- 
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der direction of the Commission; 
(23) requires that wells, tanks, 
et cetera, shall be identified as to 
ownership by proper signs; and 
(24) provides that when any 
well is plugged it shall be done in 
a manner to effectively prevent 
the intercommunication between 
sands of oil, gas, or water. 


The effects of these requirements 
and prohibitions are to assure that 
the maximum possible amount of 
natural gas and/or crude oil will be 
recovered with the minimum of waste 
from all of the reservoirs within the 
state. 


Transportation Regulations 


Transportation of gas is by pipe 
line and of oil may be by pipe line, 
tank cars, barges, trucks, or other mo- 
ter vehicles. 

Waste is prevented in the _ trans- 
portation of gas and of oil and its 
products by: 


(1) providing for _ permits, 
tenders, and other evidences of 
permission for the transportation 
of oil and/or natural gas; 

(2) prohibiting waste and sur- 
face seepage from tanks and pipe 
lines; 


(3) prohibits waste by elimina- 
tion of open pit storage; 


(4) prohibits the laying of 
pipelines along or across. public 
roads where such pipe lines will 
cause an interference to traffic or 
where breakage of a line might 
result in hazardous conditions to 
the welfare of the public; 


(5) provides for inspection of 
tanks, pipelines, meters, and other 
equipment; 


(6) providing for bonds to be 

filed with the State by all public 
utilities or common carriers; 
(7) providing for authority to 
the Commission to fix rates and 
charges and make rules to govern 
common carriers by pipelines to 
be assuring transportation facili- 
ties to the small independent op- 
erator; 

(8) providing for authority to 
the Commission to require exten- 
sions or enlargements of facilities 
of common carriers where market 
demand exceeds such facilities; 

(9) prevents discrimination in 
the purchase from others of oil 
and/or gas by common carriers; 

(10) provides for penalties to 
common carriers where the prod- 
ucts transported are produced in 
violation to orders of the Commis- 
s10on;: 


(11) provides for the keeping, 
by the common carrier, of such re- 
ports as will reflect the amount 
of crude or refined oil in the cus- 
tody of the carrier, the amount of 
the crude or refined oil received 
during any month by the carrier, 
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WIGGINS BREATHE 


Used Extensively by 
THEISEN-CLEMENS CO. 


HE illustrations shown here 

speak for themselves. They 
demonstrate clearly how the 
Theisen-Clemens Co., prom- 
inent Michigan marketers, 
utilize Wiggins Breather and 
Balloon Roofs to protect their 
petroleum products against 
evaporation and deterioration, 
and to assure users of con- 
stantly high quality. A total 
of 20 breather roofs and 3 
balloon roofs are installed on 
tanks at the six terminals 
indicated on the map, above. 
All terminals are handling 
D-X gasoline. which is re- 
ceived by tankers. Storage 
capacity is sufficient to take 
eare of deliveries during the 
three winter months that lake 
navigation is closed. 


DETROIT — Two 55,000-bbI. and six 25,000- 
bbl. Wiggins Breather Roof tanks. Note 


tanker in foreground. 


R and BALLOON ROOF 


SAULT STE. MARIE —Two 5,000-bbI. balloon roof 
tanks, and two cone roof tanks with vapor spaces 
connected to balloon roof units. 


GLADSTONE — Two 25,000-bb!. breather roof tanks, 
and two inter-connected 15,000-bb/i. tanks, one with 
a Wiggins Balloon Roof. 
















CHARVELOIX — Wiggins Breather Roof installed on 
a 37,500-bb!. tank. 





BAY CITY — One 55,000-bbl. and three 37,500-bbl. 
tanks, all equipped with breather roofs. 


ST. JOSEPH (Home Office) — Wiggins Breather Roofs 
on three 55.000-bb!I., one 25,000-bb/i., and two 20,000- 
bbl. tanks. 


Chicago Bridge & Iron Company 


Cleveland 2206 Builders Exchange Bldg. Dallas 1639 Praetorian Bldg 
Chicago 2125 McCormick Bldg. Birmingham 1534 N. Fiftieth Street 
New York 33145—165 Broadway Bldg. Houston 918 Richmond Avenue 
Philadelphia 1614—1700 Walnut Street Bldg. Pulsa . 1607 Hunt Bldg. 
Boston 1516 Consolidated Gas Bldg. San Francisco 1060 Rialto Bidg. 
Detroit 1513 Lafayette Bldg. Los Angeles 1422 Wm. Fox Bldg. 


FABRICATING PLANTS in Birmingham, Chicago and Greenville, Pa. 


LICENSEES: Horton Steel Works, Limited, Fort Erie, Ont... Canada: 
‘he Whessoe F 
e; Compagnia Tecnica Industrie Petroli S. A. 1.. Rome. 





ing Co., Ltd... Motherwell, Scotland; 
Worms & Cie... Paris, Fran 


The Motherwell Bridge & Engineer- 
*ring Co. Lid., London, England: 
taly. 
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the available empty storage con- 
trolled by the carrier and the 
amount of crude or refined oil 
held by the common carrier for 
the account of itself or parent 
company; 

(12) flow lines leading from 
more than one well into a com- 
mon line to a common battery of 
tanks shall be equipped with 
proper check valves. 


The above provisions relative to 
transportation assure outlets to mar- 
ket facilities and individual wells, 
leases and fields, and that oil will 
be transported and delivered efficient- 
ly to refining facilities and assure 
that waste will be minimized in such 
transportation. 


Report Requirements 


Assurance that waste will be eli- 
minated and conservation practices 
adhered to and conservation thereby 
accomplished, is given and secured 
through the authority vested in the 
oil and gas Commission to require 
reports of all kinds and character and 
for all purposes relative to and _ in- 
cidental to drilling, production, trans- 
portation, marketing and any other 
phases of the oil industry. Some of 
the many and varied reports which 
are required and made available to 
the Commission (in some cases be- 
coming public knowledge) are as fol- 
lows: 


(1) Records of wells drilled; 


(2) records of the completion 
of wells and records of plugging 
when abandoned; 

(3) well status reports showing 
depth of well, location of well, pro- 
ducing horizon, amount of produc- 
tion, gas-oil ratio, water  per- 
centage, method of production, and 
whether or not the well makes its 
allowed production; 

(4) reports by the producer 
showing the allowable assigned to 
the well and the actual produc- 
tion; 

(5) reports relative to the 
cleaning of tanks; 


(6) reports of production of 
condensate and/or oil from gas 
wells; 


(7) gas-oil ratio reports; 


(8) reports of gas lift opera- 
tion of wells; 


(9) reports showing to whom 
oil was sold and how delivered; 


(10) reports of purchase of oil, 
where secured, and disposition af- 
terward made of it; 

(11) reports of purchase, trans- 
portation, and disposition of oil 
products; 


(12) reports of stocks on hand 
in tanks, pipe lines and lease 
storage; 

(13) reports as required by the 
Commission as to open flow ¢a- 
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SHARPLES PROCESS DEWAKED 4 
eee FREEDOM OIL COMPANY 
aa, FREEDOM, PENNSYLVANIA Vv 


THE PROFIT 


When you sell this 100% Pure Penn- 
sylvania motor oil in your territory 
you are building business for yourself 
exclusively not for your competi- 
tors. Repeat business comes fast and 
comes to you—not to your compet- 
tors. Write today for information 
about our exclusive territory plan 
for the sale of Penn Trump, Four- 
State, Fort Pitt or Beaver-Penn Motor 
Oils. These four popular brands are 
made by modern refining methods in 
one of Pennsylvania's most up-to-date 
refineries. 


FREEDOM OIL COMPANY 
FREEDOM, PA. 


Coast Bulk Plant and 
Warehouse: Los Angeles, Calif 


pacity and rock pressure of gas 

wells; 

(14) reports of oil refined, 
processed, reclaimed, or blended; 

(15) reports of residue gas dis- 
tribution for light and fuel at 
natural gasoline commingling 
plants. 

In addition to the above enumerated 
reports, many of which are made by 
the producer, the transporter, and the 
refiner, the Commission may require 
such other reports as it deems neces- 
sary and the Commission is to be 
furnished with copies of reports made 
to the State Comptroller in connec- 
tion with taxes on production and 
sales of gas and oil and its products. 

These reports are so arranged and 
coordinated that it is possible to trace 
the movement of gas and oil from the 
well to the ultimate consumer within 
the state or to the state line in inter- 
state shipment, thereby making cer- 
tain that the production from any 
well is not unlawful nor produced in 
violation to Commission rules and 
regulations nor injurious to the normal 
production practices of any field or 
stratum. The production and move- 
ment of “hot oil” is eliminated and 
waste incidental to “hot oil” produc- 
tion accordingly eliminated. 


Miscellaneous Conservation 
Regulations 


Included under this heading are cer- 
tain practices, such as recycling and 
the manufacture of carbon black, 
which are calculated to prevent waste 
and increase recovery of natural re- 
sources and also included are certain 
procedures calculated to accomplish 
such results. 


Recycling: 


Recycling comprises the production 
of natural gas in its original state 
from a productive horizon or stratum, 
from any reservoir (underground), 
the extraction of natural gasoline or 
other heavier hydro-carbons from such 
natural gas and the returning of the 
dry or residue gas to the original reser- 
voir from which it was withdrawn. In 
practice, it is essential that a know- 
ledge of the structure be known in 
order that the points of inlet and out- 
let of such gas can be best deter- 
mined on the basis of sound engineer- 
ing principles. Recycling has been the 
outgrowth of the production practices 
evolved in the development of con- 
servation since certain productive 
sands, although known for many 
years, have been nonproductive _be- 
cause conservation laws, rules and 
regulations would not permit the 
withdrawal of that gas and the wast- 
ing of the residue into the air or into 
carbon black plants. Most of the 
principal recycling plants in the state 
of Texas have been developed within 
the past five years and there are now 
in operation approximately forty 
plants. 


Carbon Black: 


The production of carbon black is 
securei by the imperfect combustion 
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of natural gas in which the hydro- 
carbons are left as a residue in the 
natural carbonaceous state. Its pro- 
duction, in order to utilize waste gas 
in north Texas, has subsequently been 
increased and is now actively carried 
on, particularly in the areas of sour 
gas production. The sour gas (sul- 
phur gas) is unfit for fuel, and modern 
conservation practices restrict and 
prohibit the use of Sweet gas, except 
in specific instances and under excep- 
tional restrictions. 


Secondary Oil Recovery: 


In order to secure additional produc- 
tion from fields which would be other- 
wise abandoned certain practices have 
been adopted and are Known as sec- 
ondary recovery methods. They in- 
clude: 

(a) water flooding of the oil 
producing horizon to effect a flush- 
ing of the oil from the interstitial 
spaces of the sand, and 

(b) repressuring of the original 
reservoir by the _ introduction 
thereinto of natural gas from 
some other hogizon. 

In the latter case, conservation has 
established certain rules and regula- 
tions which prohibit the introduction 
of natural gas into a reservoir as a 
repressuring agent until the natur?! 
gasoline content has been extracted 
from such gas. 


Bottom Hole Pressure Surveys: 


Experience has shown that main- 
taining, as near as possible, the origi- 
nal pressure existing in a _ reservoil 
results in maximum efficient recovery 
of oil and operation of the field, and 
the practice of making bottom hole 
pressure surveys has therefore been 
undertaken by the Commission and 
by many of the operating companies 
Such surveys make it possible to pro 
duce the field at the most efficient 
rate to secure the maximum ultimate 
production and the minimum amount 
of waste due to water encroachment 
and subsequent flooding or drowning 
of productive areas. 

Failure to be properly informed of 
bottom hole pressure data may result 
in the partial or complete sealing of 
a portion of the sursurface strata and 
production which might be expected 
from that zone or area will be forever 
lost. Bottom hole pressures are now 
accorded their proper position in the 
scheme of conservation and some of 
the more important fields in Texas are 
now prorated and produced on the 
data from these surveys. 

The most notable example of the 
above is the East Texas field. These 
Surveys also assist the operators to 
maintain the proper pressure in the 
reservoir so that a gas cap will not 
be formed above the oil from gas pre- 
viously in solution in the oil, thereby 
rendering the oil more viscous and 
less free to migrate to the well bore. 


Proration: 


Proration is the apportioning of the 
market demand for oil among the 
fields of the state in an eq titable man- 


ner and in accordance with sound en- 
gineering principles so that waste due 
to excessive production from any in- 
dividual reservoir will be eliminated. 
The many factors which go into the 
formula for the ascertainment of the 
proper proration schedule are: 
(a) acreage or size of drilling 
unit; 
(b) potential 
pacity of the well; 
(c) depth of the producing 
horizon; 
(d) gas-oil ratio of the well; 
(e) bottom hole pressure or 
bottom hole decline curve of the 
producing stratum; 
(f) thickness of the producing 
oil and/or gas sand; 
(g) market demand for the 


productive  _Ca- 





type of oil produced; 

(h) location of field with re- 
spect to transportation, pipeline 
facilities, etc.; 

(i) foreign markets; 


(j) type and quality of oil in- 
cluding, among other things, the 
octane rating of the oil so pro 
duced; 

(k) method of production of 
well; 

(1) type of structure on which 
such productive wells are drilled, 
i.e., whether fault type, normal 
anticlinal, or dome type, or salt 
dome type; 

(m) percentage of water being 
produced with the oil. 


The proration schedule, as now de- 
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YOU USE IT TO KEEP RESTROOM TOILET BOWLS SANITARY 
NOW USE IT TO CLEAN OUT RADIATORS FOR SPRING 


You know Sani-Flush. It keeps restroom 
toilet bowls spotlessly clean and sanitary. 
When you remove anti-freeze—try another 
use for Sani-Flush. Just put a little in 
car radiators when you flush them out. 


Directions on the can. 


Chermical action removes accumulated 


rust and scale from the cooling system. 
Does a job that plain water cannot do. 
Puts radiators in condition for efficient 
operation. It can’t harm aluminum cylin- 
cer heads or motor fittings. Sani-Flush is 
the most advertised radiator cleaner in the 
world. It costs so little, makes a clean-out 
job worth so much more. Buy it in grocery 
or hardware stores—10c and 25c sizes. 
Also packed in economical 25-lb. 

pails. Write for information. 

The Hygienic Products Company, 5. 
Canton, Ohio. 





-Flush 


Cleans Out Automobile Radiators 
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veloped by the Railroad Commission 
of Texas comprises, in their engineer- 
ing features, one or more of the fac- 
tors above outlined. 

The allowable schedules issued by 
the Commission are issued after hear- 
ings held before the Commission, at 
which data are presented as to physi- 
cal characteristics and conditions of 
the fields and market demand for the 
oil so produced from the various 
fields. Each and every operator, 
whether small or large, has the same 
rights prescribed by law for a hearing 
to determine any inequity in the pro- 
ration schedule. In arriving at mar- 
ket demand, (which is essentially the 
demand at which undue storage will 
not accumulate), the Commission con- 
siders nominations as filed by the pur- 
chasers, local conditions surrounding 
inland refineries, reports of stocks of 
oil on hand and estimates of the 
United States Bureau of Mines. 


Cooperative Development: 


Cooperative development has_ ad- 
vanced rapidly within the past ten 
years, under the guidance and re- 
strictions imposed by conservation 
measures. As itS name implies, it is 
a cooperation by the owners in a field 
or a localized area to so space and 
produce the wells as to secure the 
maximum recovery with a minimum 
of waste. An excellent example of 
this type of operation in Texas is the 
Van Field. 


Development of Cracking Process: 


The greatest conservation accom- 
plishment in the history of the oil in- 
dustry has resulted from the develop- 
ment of the cracking process, by which 
the average gasoline yield of a barrel 
of crude oil has been enormously en- 
hanced, resulting not only in much 
greater quantity yield, but also an in- 
crease in power and mileage in excess 
of 40%. In addition many _ by-prod- 
ucts, formerly subject, in whole or in 
part, to waste can be utilized (as Dr. 
Egloff has recently explained) for the 
manufacture of defense products such 
as “butadiene and styrene for syn- 
thetic rubber, toluene for TNT, ethy- 
lene, ethyl alcohol, glycerine, and cy- 
clopropane for medicinals, phenol and 
formaldehyde for plastics and many 
other hydrocarbons of wartime value. 
The American petroleum industry is 
able not only to supply abundant 
quantities for the U. S. A. and Britain 
of gasoline of all grades, fuel oil, and 
lubricants, but also a whole line of 
products never before commercially 
made in quantity from _ petroleum, 
such as those listed.” 


Summary 


Four years ago I had occasion, in 
a public address, to summarize the 
accomplishments and achievements of 
the oil industry. Such achievements 
were the direct result of the combined 
effect of private initiative, capital and 
direction, supported by the state regu- 
lation of conservation practices. Bear 
in mind that these observations long 
preceded the advent of war and our 


present National Defense program. I 
still adhere to those conclusions then 
expressed and which I now repeat: 

First: Private capital, individual 
initiative, and free competitive enter- 
prise have achieved the highest de- 
gree of development in exploration, 
exploitation, and in the advancement 
of such of the associated sciences in- 
volved in petroleum __ technological 
progress, which have resulted in 
cheaper prices to the consuming pub- 
lic in the United States. 

Second: Helpful functions of gov- 
ernment (the state and federal gov- 
ernments acting within their respec- 
tive constitutional spheres), in regu- 
lation and in aid of petroleum indus- 
trial progress are recognized in the 
promotion of conservation, in the pre- 
vention of physical and economic 
waste, and in the scientific ascertain- 
ment of consumptive demand. 

Third: In the foreign field, associ- 
ated private enterprise has extended 
the field of American industrial power 
and prestige, with substantial benefits 
to the American government, and 
without the involvement of the United 
States government, as such. 

Fourth: Government eontrol, 
whether effectuated through govern- 
ment monopoly, governmental expro- 
priation, or through the nationaliza- 
tion of petroleum and other natural 
resources, has hampered, obstructed, 
and restricted petroleum industrial de- 
velopment as compared with or meas- 
ured by the achievement of private 
capital, private initiative, and private 
management. 

Fifth: Foreign exploration, produc- 
tion, and refining of petroleum have 
been dependent, to the greatest ex- 
tent, upon the advances made by the 
petroleum industry in America in pro- 
duction and refining technology, and 
in the improvements made in the art 
of oil finding and in American manu- 
factured equipment and supplies. No 
major development has resulted from 
purely governmental activity in any 
part of the world, and no government- 
controlled branch of the industry in 
any foreign country has been able to 
keep abreast of the progress made in 
the industry by private capital and 
enterprise. 

Sixth: National defense and_na- 
tional welfare are best promoted and 
served by the extensive and efficient 
development of petroleum (an essen- 
tial and indispensable weapon of na- 
tional defense) through the media of 
private capital, initiative, and manage- 
ment in a free competitive system, sus- 
ceptible of quick mobilization for 
emergent national service. 


Federal gasoline tax collections to- 
taled $28,785,830 in February 1941, as 
compared with $18,392,568 in February 
1940, Bureau of Internal Revenue re- 
ports. 

February lubricating oil collections 
amounted to $2,216,132 as against $2,- 
636,429 in the same month of 1940, 
while transportation of oil by pipeline 
in February brought in $926,523, com- 
pared with $1,009,274 in February 1940. 


Pittsburgh Meter Firm 
Buys National's Assets 


Pittsburgh Equitable Meter Co. has 
purchased the assets of National Meter 
Co., Brooklyn, N. Y., according to an 
announcement of Pittsburgh Meter’s 
board of directors. 


This purchase “brings together, un- 
der one management, the facilities of 
two of the country’s oldest meter 
manufacturers,’ said the announce- 
ment. National Meter plant will be 
operated as a division of the Pitts- 
burgh Equitable company. 


Both W. F. Rockwell, president of 
the Pittsburgh company and N. J. 
Kenny, president of National, have 
emphasized that every commercially 
manufactured type of liquid meter is 
now represented in the complete Pitts- 
burgh-National line. 


No change is contemplated in per- 
sonnel, the same salesmen continuing 
to contact their cugtomers in their 
respective territorie Manufacturing 
plants are located in Pittsburgh, Hope- 
well, N. Y., Columbus, O., Oakland, 
Calif. and Brooklyn. 


National Meter Co. was founded in 
1870 by John C. Kelley, known as the 
father of the liquid meter industry. 
Associated with Mr. Kelley from the 
beginning was Dr. Lewis H. Nash. 
These men were granted 92 patents 
on liquid meters, and for the past 71 
years this firm has been manufactur- 
ing meters. 


Pittsburgh Equitable Meter Co. was 
originally founded as Pittsburgh Meter 
Co. in 1887, by the late George West- 
inghouse. 


Indiana Standard Has 
New Lube Oil, ‘Gas’ 


Standard Oil Co. (Indiana) has an- 
nounced the development of a new 
gear lubricant, a “fortified”? motor oil, 
and improvement in the octane rating 
of its premium grade gasoline. 


New gear lubricant which was de- 
veloped for hypoid gears of new model 
automobiles will also fill the gear 
lubrication requirements of all cars for 
which a total of a half dozen lubricants 
were previously necessary, reducing 
the number and types of lubricants 
which must be stocked by its dealers, 
the company states. 


While Indiana Standard was reluc- 
tant to explain the fortification of its 
Iso-Vis motor oil, it claims an “im- 
provement in mileage of as high as 
12° and a reduction in carbon form- 
ing tendencies as well as_ protection 
against sludge, varnish and acid cor- 
rosion. 


Octane value of its ‘“Solite,’ premi- 
um grade gasoline has been improved, 
but the company declined to state its 
rating. 
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Mid-Westen 


CHICAGO, April 5.—All grades of 
gasoline were quoted 0.125 to 0.25c 
higher by refiners in Chicago the past 
week. Kerosine prices also were up 
0.125c, and No. 6 fuel was quoted 5c 
per bbl. higher, according to reports. 

Group 3 quotations reported by re- 
finers ranged from 4.625 to 5.125c for 
72-74 oct., 4.20 to 4.75¢c for 63-66 oct., 
3.75 to 4.375¢c for 60 oct. below, 4.125 
to 4.375¢c for 41-43 kerosine, 4.25 to 
1.50c for 42-44 kerosine, and two refin- 
ers reported quoting $0.65 to $0.70 for 
No. 6 fuel. 

Group 3 quotations reported by tank 
car marketers ranged from 4.125 to 
1.50c for 72-74 oct., 3.625 to 4c for 63- 
66 oct., 3.50 to 3.75c for 60 oct. below, 
3.50 to 4.125¢c for 41-43 kerosine, 3.75 to 
1.125¢c for 42-44 kerosine. 

Gasoline shipments continued heavy 
against contracts, with most refiners 
reporting a “gradual tightening’’. 

Open spot sales reported by three 
tank car marketers during the week 
were: 7 cars of 72-74 oct., 5 cars at 
4.125c, 1 car at 4.25c, and 1 car at 

‘ 


Lgine; cars of 63-66 oct., 1 car at 
3.foc, and 6 cars at 3.875c, F.O.B. 
Group 3. 

LOS ANGELES, April 5. No 


changes were reported in quotations 
for cargoes of gasoline on Pacific Coast 
export markets the past week. Inquir 
ies were said to have been received 
for a cargo of 375 e.p., 70 oct. mini- 
mum, gasoline at 5.375c per gal., but 
with specifications and conditions that 
were unacceptable to suppliers that 
had available tankers. 

Supplies of kerosine distillate con- 
tinued in excess of demand and some 
refiners in the Los Angeles Basin were 
quoting $1.10 per bbl., a decline of 5c. 
from previous quotations, according to 
reports. Prices of gas and diesel oils 
also were said to have decreased 5c 
per bbl. to a range of $1.15 to $1.20. 

Small quantities of off-color motor 
fuel from high-sulphur crudes were 
offered at 4.50c per gal. at the rack at 
some independent plants in the 
area 


3asin 
However, at a majority of these 
plants, the range for third grade gaso 
line at the rack was reported to be 
from 4.75 to 5e. 


Mid-Continent 


TULSA, April 5.—Prices for all 
grades of gasoline were up 0.125 to 
0.375¢ on the lows of price ranges in 





1941 





MARKETS 


Oklahoma, according to reports the 


past week. Shipments against con- 
tracts were reported heavy. 
Quotations reported by Oklahoma 


refiners ranged from 5.375 to 6c for 
80-82 oct. Ethyl, 4.75 to 5.125¢ for 72- 
74 oct., 4.375 to 4.75c for 63-66 oct., 4 
to 4.375c for 60 oct. and below, and 
4 to 4.125¢e for 60-62 gravity, 400 e.p. 

Oklahoma refiner who had _ been 
quoting “4.125 to 4.50c” for 72-74 oct., 
by week’s end reported quoting ‘4.625 
to 5c.” Lower price, he said, was for 
shipment to. restricted competitive 
areas only. 

Stocks of gasoline were low, accord- 
ing to reports. One Oklahoma refiner 
said he was 7 days behind on ship- 
ments. “We are unable to buy in suf- 
ficient quantities from other refiners 
to better this position,” he added, “al- 
though our purchases average about 
10 cars of 72-74 oct., and 5 cars each 
of Ethyl and 60 oct. and below, daily.” 


Another Oklahoma refiner reported 
buying 300 cars of “mostly house 
brand” for delivery over 30 days. 


Prices paid were not disclosed. 

Prices reported for 150-160 D bright 
stock were up ic on the lows for 0-10 
and 10-25 pour grades late in the week. 
Shipments were said to be heavy and 
stocks were reported low. 

Sales of Grade 26-70 natural gaso- 
line were reported at 2.875c, F.O.B. 
Group 3, and 2.50c, F.O.B. Brecken- 
ridge. 


Gulf 


NEW YORK, April 5.—-Min. 80 oct. 
(°39 research) gasoline brought 5.50c 
at the Gulf the past week when an 
80,000-bbl. sale was reported at that 
price for lifting last week in April or 
first week in May. At the time, offer 
ings of this grade were said to be still 
out at 5.375c, with other quotations re 
ported ranging up to 5.75c. Early in 
the week a cargo of this grade was 
said to have sold at 5.375c, but reports 
were not confirmed. 

Increased activity also was reported 
in No. 2 fuel oil during the week, with 
low quotations for this product re 
ported up 0.125c to 3.125c. One refiner 
reported selling 95,000 bbls. at 3.125c 
for prompt coastwise lifting and said 
that he had turned down two inquiries, 
one for mid-April and one for May. 
Other sales of No. 2 fuel at 3.125c 
were said to have taken place late in 
the week, but these reports could not 
be confirmed. 

Gas oils of several grades were 
priced 0.125c higher, accompanying the 
advance in No. 2 fuel prices. Low quo- 
tations for 48-52 diesel index were re- 
ported at 3.125c, and for below 43 and 
43-47 diesel index at 3c. 





Atlantic Coast 


NEW YORK, April 5.—Advances of 
0.25c in their prices for 72-74, 68-70, 
and 65-67 octane gasolines at New 
York and Boston were reported by 
several suppliers during the past week, 
with low quotations for these grades 
reported up to 6c tank cars, and 5.75¢ 
barges, at New York harbor, and 6.25c 
at Boston. A like advance of 0.25c to 
6c in low quotations for 72-74 and 68-70 
octane at Philadelphia and for 6870 
octane at Baltimore also was reported. 


Min. 80 oct. (’39 research) gasoline 
was priced 0.4c higher at Albany at 
7c, and 0.3c higher at 7.10c at Boston 
and Providence, according to reports. 


Early in the week kerosine was up 
0.2c at New York harbor to 4.80c tank 
cars and 4.70c barges when several 
more suppliers reported raising their 
prices following increases by many 
companies the preceding week. 


Pennsylvania 


CLEVELAND, April 5.—-Wax prices 
were up 0.1 to 0.15¢c per pound, but 
aside from this quotations reported by 
western Penna. refiners for the most 
part were unchanged the first week 
of April. 


Reports generally centered on the 
“tightness” of neutral oils. Many re- 
finers said they were sold up for from 
30 to 60 days, and offerings from the 
few refiners in the market were for 
small lots only, according to reports. 


“No refiner is willing to sell neutral 
oil to other refiners now,” one refiner 
said. “We’re willing to pay 23c for 
25 pour 200 neutral,” he added, “but 
at the same time we're offering lim- 
ited quantities to jobbers and com- 
pounders at the same price.” 


Another refiner reported paying 24c 
for 25 pour 200 neutral, and in some 
instances reports were to the effect 
that jobbers could not buy at 23c. Quo- 
tations reported by refiners to jobbers 
and compounders ranged from 23 to 
24c. 


Inquiry for 10,000 bbls. of bright 
stock for export was reported late in 
the week. Bright stock, 25 pour, was 
reported sold at 14.50c, inter-refinery, 
with quotations to jobbers and com. 
pounders reported by refiners rang. 
ing from 15 to 15.50c. 


White crude scale wax was offered 
sparingly, according to reports, with 
quotations reported by refiners ranging 
from 3.05 to 3.25c, New York, for 122- 
124 A.M.P. and 3.10 to 3.25c, New York 
for 124-126 A.M.P. 






























REFINERY and SEABOARD PRICES 


In bulk lots by Motor Transport, Tank Car, Barge or Tanker as shown 


(NOTE—Parenthetical figures after prices indicate 


HOW PRICES ARE REPORTED— 


Refinery and Seaboard prices in National Petroleum News are gathered by PLATT’S 
OILGRAM and are as published in the Monday issue of the OLLGRAM 

PLATT’S OILGRAM is a reporting service issued in three identical editions daily 
from News Bureaus at New York, Cleveland, and Tulsa, Okla. PLATT’S OIL 
GRAM gathers and publishes what its publisher and representatives believe to be 
accurate news of sales, prices and current happenings affecting the oil industry 
and that will be of interest to its subscribers. As this information is usualiy private 
OILGRAM reports it according to what it is able to obtain from sources deemed 
reliable. 

All information is supplied without guarantee 
time of transmission or promptness of delivery 


as to its completeness, accuracy 
The subscriber receives this information for his private use and not for resale or 
further distribution. 

Publisher reserves the right to change the extent, 
information at amy time 


nature and form of showing this 
Prices shown in the tables are quotations (meaning sellers’ general offers or posted 
prices), or actual sales prices, reported to OLLGRAM by refiners for 
transactions, except as otherwise specified. 


“open spot” 


Prices arrived at by discounts off a specified price or “market date of shipment,” 
prices named ip contracts or prices arrived at in accordance with any arrangement 
made prior to date of sale, are not for “open spot” transactions and therefore are 
not considered in making the price tables. Prices made to brokers and prices in 
“Tnter-refinery” transactions are also not considered except as may be noted. 


All prices are for “immediate” shipment except in Gulf Coast bulk transactions 


number of companies quoting when less than 


three companies are quoting. 
where shipment is generally to be made in ninety days 
pipelines, or tanker terminals in districts designated 
Prices shown are for quantities in bulk such as tank car lots. motor transport lots 
or barge lots: and in cents per gallon: heavy fuel oils are in dollars per barrel of 42 

S. gallons: wax and petrolatums are in cents per pound. Prices applying to barges 
or cargoes only are so designated 


Prices are FOB refineries, 


Prices do not include taxes or inspection fees 


. » published at the close of 
the business day. 


Prices are 
Mid-Western prices in the tables were gathered from refiners with offices located 
in Chicago and the surrounding territory. While the prices are quoted on a Group 3 
Oklahoma) freight basis, this is in accordance with the custom of the oil industry 
which uses Group 3 as a price basis for the ease of comparing prices even when the 
material originates in another refining district Other refinery prices are given 
by and for the particular refining district where the material is made and from which 
it is shipped. 

When prices obtained by OILGRAM do not conform to these conditions the ex- 
ception and the new conditions are noted in the news lead or in conjunction with 
the price table by footnote or otherwise, for the particular refinery or sales district 
involved. ; 
Crude oil and products covered by OILGRAM’S news and price service, except 
where noted, have been represented to the publisher as fully up to the customary 
trade specifications indicated and according to the generally accepted methods of 
test: and all crude oil and all products thereof as having been lawfully produced 
and transported . 

Any apparent error should be reported to the nearest OILGRAM or National 
Petroleum News office at once as no correction will be made after the second issue 
of the OILGRAM or National Petroleum News following its publication 





Summary of Daily Gasoline Prices (Apr. 1 to Apr. 7) 


Latest Prices 


U. S. Motor, (ASTM octane Mond: uy, 


80-82 octane Ethyl: Apr. 7 
Oklahoma. ..... ; 5.375- 6.00 
id-Western (Group 3 basis)........ 5.875 (1 
N. Tex. (For shpt. to Tex. & N. M. dest'ns 5.75 5 875 
W. Tex. (For shpt. to Tex. & N. M. dest'ns 6.00 (1 
72-74 octane: 
Oklahoma ‘ —5 25 


Mid-Western (Group 3 basis 








N. Tex. (For shpt. to Tex. & N. M. dest’ns r $25 

W. Tex. (For shpt. to Tex. & N. M. dist’os 1 875-5 .00 (2 
63-66 octane: 

Oklahoma 150 1.875 

Mid-Western (Group 3 basis 1.375- 4.875 

N. Tex. (For shpt. to Tex. & N. M. dest'ns 1.125- 5.00 

W. Tex. (For shpt. to Tex. & N. M. dest'ns +. 375-4.50(2 
60 octane & below: 

Oklahoma ; 4.125- 4.50 

es Western (Group 3. basis 1 00 1.50 

Tex. (For shpt. to Tex. & N. M. dest'ns 3.875- 4.50 
W. Tex. (For shpt. to Tex. & N. M. dest'ns 4. 00-4.25 (2 


Motor Gasoline. 72-74 octane (ASTM 
New York harbor 6 25 6.50 


New York harbor, barges 6.00 - 6.25 
Philadelphia district oa 6.00 — 6.125 
Baltimore district 6 00 (2 


Motor Gasoline: 
74-76 Octane: (L-3) 
Bradford-Warren (Western Penna.) 6 00-6 .25°2 
Other Districts (Western Penna.). . 5.75 6.00 


Friday. 


Thursday, Wednesday. Puesday, 


Apr. 4 Apr. 3 Apr. 2 Apr. | 
375- 6.00 5.25 6.00 5 25 6.00 5.125- 6.00 
75-6.00 (2 5. 75-6.00 (2 5.75-6.00 (2 5 625. 6.00(2 
625- 5.75 5.625- 5.75 , 50 5.75 5.50 >. 79 
9.79 (1 S.75.¢i 5.75 (1 9.79 (1 





res) bh) 4.625-5.12 b) 4.625-5.125 a) 4.625-5.00 
625 $.625- 5.125 4.625- 5.125 1 625- 5.00 
625 1.625 25 150 523 1.50 +: 20 
ta 4 t.75 (2 1.75 (2 4.625-4.75 (2 
75- 4 ) 4A. 375- 4.7 4.375- 4.75 $4.25 1.50 
20 ‘.75 1 20 1.7 1 20 75 +.20 4.75 
125- 5.00 1 »5- 5.00 4.125- 5.00 $.125- 5.00 
73-4.50 (2 $.32a (2 *.125-4.375 (2 4.125-4.25 (2 
00 1.375 3.875- 4.37 8. 875- 4.375 $.875- 4.125 
rt 4.375 Bees 1.375 8.75 1.375 8.75 4.125 
7D 1.50 3.75 150 § 75 1.50 $.75 1.50 
»-—4.125 (2 §. 75-4.00 (2 3. 73-4 .00 (2 3.75-4.00 (2 
6 00 6 50 6.00 6.50 6 00 6 50 6 00 6250 
Sta 6.25 S.t5 6.25 o.a0 6.25 « By 3 6.25 
6 00 6 125 6 00 6 125 2.75 6.25 ee 6.25 
6 00 (2 6 00 (2 6 00 (2 6 00 (2 
6 00 6 25 (2 6 00-6.25 (2 6 00-6 2512 6 00-6 25 (2 
7D 6.00 B.4o 6.00 5.75 6.00 5.75 6.00 





; REFINERY PRICES 


Gasoline—U. 


S. Motor (ASTM Octane) except where otherwise specified 





Prices Effective Apr. 7 Mar. 31 Prices Effective Apr. 7 Mar. 31 ao : : Re 2 *7 
OKLAHOMA KANSAS (For Kansas destinations only Ke rosine, Gas & I uel Oils 
80-82 oct. et. 5.375- 6.00 5.125- 6.00 80-82 oct. Ethyl 6.00 (1 5.75 (1 Prices Effective Apr. 7 Mar. 31 

72-74 oct.... (ec) 4.875-5.25 (a)4.625- 5.00 72-74 oct >. 00 5 : 75 -4.938 OKLAHOMA 
63-66 oct... 2... $.50 - 4.875 4.25 — 4.50 63-66 oct 1.625- 4 25 - 4.75 hoe 
60 oct. & below....  4.125- 4.50  3.875-4.125 60 oct. & below 25 - 4 3.875-4.188 p> ae ae 
60-62 400 e.p.. #.00-4.125 (2) 3.875-4.00 (2 witiiehn > elediaaae 
, . . Range Oil 
ARK. (For shipment to Ark. & La.) No. 1 P.W 
MID-WESTERN (Group 3 basis) 72-74 oct - : 625 No. 1 straw ; 3% 
7 - \ & G08 9 70-72 oct 75 ( 50 | No - straw... : 
ee , Oe 568s 6.008 60 oct. & below 4.375 (1 £125 (1 No. 2 dark 
i. , B—= | gts a5 4s .G.1. gas oil 
Ott blow oe ABS 4.125- 4.50 | WESTERN PENNA. (Motor gasoline No.3 feel 


Brad ford-Warren: 








”» . . 
No. 6 fuel $0.70 (1 $0.70 (1 








es ; S s 14-16 fuel .$0.85-$0.90 (2) $0.85 (1 
; 9= (9 9- (9 2 
N. TEX. (Forshpt. to Tex. & N. M. dest'ns.) 74-76 oct. (L-3 6.00-6.25 (2) 6.00-6.25 (2 ; 
90-82 oct. Ethyl.... 5.75 -— 5.875 5.50 - 5.73 Other disivicte MID-WESTERN (Group 3 basis) 
oo, » €.75. = 8.25 4.50 — 5.25 ag é , : —— 41-43 grav. w.w..... 4.125- 4.50 4.125- 4.25 
63-66 oct... 4.125 5.00 4.125. 5.00 74-76 oct. (L-3 1-688 3.15 ~ 6.08 42-44 grav. w.w. $25 -— 4.625 4.25 — 4.373 
60 oct. & below... 3.875 4.50 375 450 CENTRAL MICHIGAN (FOB Central Mich. ree | Range Oil _3 875 (1 73 wig ty 
60-62, 400 e.p...... 4.125-4.75 (2) 4.125-4.75 (2 : : Pe age ° 5 : ; o. 1 p.w. ee 1 00 3 > 3.875 
finery group basis for shpt. within Mich.; shpts. may Bee alte 3 95 3 50 en , 0 
originate at plants outside Central group No 3. - . 3 125 3 375 -* 125 % +# 
DA +. , . .« -~* eo . « oa 
W.TEX. (For shpt. to Tex. & N. M. dest'ns. US. . Motor Oct. L-3 No. 5 $0. 75-$0. 85 (2)$0. 75-$0 .85 (2 
80-82 oct. Ethyl... . 6 0001 §.75 (1 74 oct 7.00 6.50 7.00 No. 6 $0 65-$0 70 (2)$0._60-$0.65(2 
72-74 oct.... .. 4.8735-5.00 (2 4. 625-4.75 (2 67 69 oct 50 6.625 5.75 6.50 
63-66 oct ... 4.375-4 50 (2) 4.125-4.25 (2 Str. run gasoline, ex N. TEX. For shpt. to Tex. & N. M. dest'ns.) 
60 oct. & below $.00-4.25 (2) 3.75-4.00(2 cluding Detroit shpt 75 2.29 1.75 9.25 41-43 grav. w.w. : 3.75 75 3:75 1.75 
; : ’ : No. 1 P.W. 3.875 (1) | 3.875 (1 
CENT. W. TEX. (Prices to truck transports OHIO (S. O. Ohio quotations for statewide delivery pune 
80 oct. & above 6 0O(1 5.73 (1 and subject to exceptions for local price disturbances AM ARILLO, rEX. For shpt. to W. Okla. & Tex 
72-74 oct 187501 1 62 l 72-74 oct 7.420 7.125 differential territory. 
67-69 oct. . bie ‘230 $1125 l : : 41-43 grav. ww. 4.50-4.75 (2) 4.50-4.75 (2 
62 oct. & below... .. 3.875 (1 $35 0 CALIFORNIA U.S. Motor No. 1 straw 1.00 (2 1.00 (2 
ee KANSAS (For K lestinati 
wee . 7 " e.p.. 65 oct. & above 50 6 50 5.50 6.50 ‘ a Or ansas GesUinations only 
cae prt anes (For shpt. to W. Okla. & Tex 54-38 grav., for outside 41-43 grav. w.w. .25 (1 I 
differential territory. state shipment 5.00 - 6.00 5.00 — 6.00 42-44 gravity w.w 1375 4.50 4.37: 50 
66 oct. & below. . 15001 1.50 (1 34-58 erav.. for instate No. | p.w 1 00-4.125 (2 1.00 1.25 
60-62, 400 e.p. 4 751 esa (3 shipment 50 5.50 it 5.50 No. 6 fuel $0. 675-$0.70(2)$0.65-$0.70 (2 





(a) One refiner reported quoting “4.375-4.75e" for 72 
“450-4. 750" for 72-74 oct., the lower price applying 
the lower price applying only to shipments into restricted competitive 


74 oct., the lower price 


areas 


applying only to shipments into restric ted competitive 
only to shipments into restricted competitive 





areas b) 
refiner reported quoting 


areas ec) One “1.625-5 00e 7 





One refiner reported quoting 
for 72-74 oct., 
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REFINERY PRICES (Continued) 
' 
NOTE—Parenthetical figures after prices indicate number of companies quoting when less than three companies are quoting.) 
4 “<1 * ac - . ° ° * - T . 
Kerosine, Gas & Fuel Oil Lubricating Oils (Cont'd) Naphtha and Solvent 
Continued a . . ~ : : : 
Prices Effective Apr. 7 Mar. 31 Prices Effective Apr. 7 Mar. 31 Prices Effective Apr. 7 Mar. 31 
ARK. For shipment to Ark. and La Red Oils: FOB Group 3 
41-43 grav. w.w 1375 ] 180—No. 5 9 00-9 50:2 850-9 50 (2 Stoddard solvent 9. 875- 6.25 9.50 9. 875 
No. 1 3 873 (1 \ 200—No. 5 9 00-10. 50(2) 8.50-10.50 (2 Cleaners’ naphtha 6 375- 6.75 6.00 6 375 | 
No. 2 3.375 (1 | 280—No. 5 12.501 12.50 (1 V.M. & P. naphtha 6.375- 6.75 6.00 — 6.375 
No. 3 fuel 395 (1 3.95 (| 300—No. 5 11.50 -12.50 11.00 -12.50 —— ae i 5.375- 5.75 5.00 - 5.375 
acto = or 8 b> ? vis ‘ 7 N on ae ST ie ubber solvent 6.375-— 6.75 6.00 6 375 
. —— l. for _ 195 9- Not Viscous Neutrals. 1 => P.p. KEne rally are Lacquer diluent 6.625- 7.75 6 25 7.375 
o Ark. points only 25° (1 $.25 l quoted 0.5¢ under 0-10 p.p. oils Non-viscous oils, Benzol Diluent 7 arc @ 72 ? 875- 8 375 
WESTERN PENNA 15-25 p.p.. generally are quoted 0.25c under 0-10 oe . Kido y 
Bradford-Warren: Pe WESTERN PENNA 
15 grav. w.w 2.20 5.50 5.235 5.50 Bright Stock— Vis. at 210 Untreated naphtha 9.90 9.79 >. 90 9.79 
16 grav. w.w 5.625 (1 5.625 (1 200 Vis. D 19 00d 19 00 (1 Stoddard solvent 6 00 6 00 
No. 1 fuel 5 , 50 . ° . . . 
No. 2? ‘ = 50 9 150-160 Vis. D noe S O. — on gpatce for greeter nna 
No. 3 1 - a as AP. naphtha, D.C. naphtha, Special Varnotene 
36-40 gravity 5.25 (1 5.35 l © to 10 oP 14.50 16 00 13 oY 16 00 Varnolene & Sohio 
: 10 to 25 p.p 14.00 -15 50) 13.00 -15.50 Tete Q 77 Q 773 
Other districts 25 to 40 p.p 13. 50-1500 (2)13.50-15.00 (2 Sitter aaien t $25 2 35 
45 grav. w.w >. 125-— 5.25 5.125- 5.25 150-160 vis. I 13.50 15.00 12.50 -15.00 n 8.25 8.2 
46 grav. w.w 5.2 5.375 5.25 5.375 : 
17 grav. w.w 5.375- 5.50 5.375- 5.50 120 Vis. D 
No. 1 fuel 3 1875 5.125 1.875 5.00 Ot 10 2 = - of 2 - =. fs 
- o p.p 13.50 -15.25 13.50 -15.50 r 
No.2 ” 1875 5.00 $ 875- 5.00 25 to 40 p.p W ax 
No. 3 £.75-4.875 (2) 4.75-4.875 (2 600 S.R. Dark Green 7.00 (2 7.00 2 . 
36-40 grav., Pittsburgh ‘ - 600 S.R. Olive Green.. 8.00 - 9.50 8.00 — 9.50 White Crude Seale 
dist. prices excluded = 4.50 $625 4.50 -4.625 631 S.R 12 0001 12.00 (1 WESTERN PENNA Bhls. C.L.. N. ¥ 
CENTRAL MICHIGAN (FOB Central Mich. re- Black Oil $.00-5.50(2) 4.00-5.50(S 122-124 A.m.p 5.05 ~ 3.25 3.00 ~ 3.2 
finery group basis for shpt. within Mich.; shpts. may 124-126 A.m.p 510 3.25 $00 B.2o 
originate at plants outside Central group y ' ' ' Cl 
57-50 vnwbbis ei = 50 5 Th = 29 5 Th SOUTH TEXAS Neutral Oils per geageyomey A Bbls. or - ap gs, a 
P.W. Distillate 5.50 5.50 — 5.65 Vi Col 124-6 AMI 8375 1 325 (N 
No. 3 gas oil, Straw 5.00 5.25 5.00 - 5.25 a 131-3 AMP $5001 6.25 
U.G.1. gas oil :.23 150 ‘.25 1.50 Pale Oils Vis. al 100°F . : : S ee ; . . 
Fuel Oils (Vis. at 100 100 No. 1&%-2&% 5.25 550 2.29 5 50 CHICAGO FOB Chicago district refinery of one 
= sale i a re 200 No 9.3 7 95 refiner mm bags or slabs loose, carloads. Melting pots 
300-500 Vis § 75-4.00(2 3.75-4.00 (2 ; 2 » ae are EMP (ASTM) methods: add 3° F. to convert into 
100-300 Vis 1375 (1 1195 (1 300 No, 2-3 s. 4d ‘ MP 
, — at 500 No. 2%-3% 8.50 8 AMI 
OHIO S. O. Ohio quotations for statewide delivery 750 No. 3-4 8.75 8.75 Fully refined 
, . ~ g-- e oe : 1200 No .3-4 8 875 8 875 122-124 (bags onl 5 60 5 of 
K erosine 5 875 ae 2000 No. 4 9 00 9 00 = ++ mags only ~ ri = 6 
CALIFORNIA : 127-129 5 85 5 85 
40-43 grav. w.w 150 6.00 150 - 6.00 Red Oils 130-132 6.15 6.15 
San .J Valle 100 No, 5-6 >. 25-5 .50 (2) 5.25 -5.50(2 132-134 6 10 6 40 
an Joaquin Valley: 200 No* 5-6 7 95 7.25 135-137 2.3 7.15 
Heavy fuel $0 575 $0 65 $0.575- $0.65 300 No. 5-6 7.75 7.75 
Light fuel $0 65 -$0.75 $0.65 $0 75 500 No. 5-6 8 50 8 50 
Diesel fuel 3.00 1.00 3.00 1.00 750 No. 5-6 8.75 8.75 
Stove dist 3.00 5.00 3.00 5.00 1200 No. 5-6 8 875 8 875 > 
Los Angeles 2000 No. 5-6 9 00 9 00 I etrolat ums 
Heavy fuel $0 575-$0 65 $0.575 -$0.65 3 
Light fuel $0.65 -$0.75 $0.65 -$0 +5 WESTERN PENNA. (Bbls., carloads; tank cars 
Diesel fuel 3.00 — 4.00 3.00 — 4.00 ; 0.5¢ per Ib. less 
Stove dist 2 75 1 00 9 75 1.00 CHICAGO From Mid-Continent p.l. crude Snow White © 195- 6.1295 $.125- 6 125 
San Francisco Neutral Oils Vis. at 100° F. 0 to 10 p.p Lily White ‘ 4.375-— 5.125 4.375 : + > 
Cream White $ 625 4.125 3.625 2 
pon Ary » Se oe Pale Oils Light Amber 2 625- 3.25 2.625- 3.25 
Light fuel $0 90 $0.90 bi Ambe > 375 2 R75 2 375 ? R75 
Diesel fuel 150 1.50 Vis. Color — ~ aan > + > 375 ° 75 
Stove dist ; 5.50 5.50 60-85—No. 2 7 95 (1) 7.95 (1 = me as — = 
Nole: All above heavy fuels meet Pacific specifica- | 86-110 No. 2 7.25 (1 7.25 (1 
tion 400; light fuel, spec. 300; Diesel fuels, spec. 200; 150-—No. 3 ° 8.5001 8.50 (1 
and stove distillate, spec. 100 180 3 - 9 5001 9.50 (1 
200 lo. 3 me 10.00 (1 10.00 (1 ‘ _ ° ‘ 
250—No. 3 1100 (1 11.00 cl Group 3 Freight Rates 
Red Oils: lo Division Headquarters Points of 
18@—No. 5 9 501 950 (1 Standard Oil Co. of Indiana 
| " * ‘ 200—No. 5 9 5011 9.50 (1 Gasoline Distillate-Gas 
tes : 250—No. 5 11.00(1 11.00 (1 Kerosine Oil-Fuel Oil 
4ubri ating Oils 280—No. 5 12. 00(1 12.00 (1 Cents Cents Cents Cents 
WESTERN PENNA. 300—No. 5 12.00 (1 12.00 (1 per per gal. per per gal. 
Prices are given by Penna. refiners as their quota- Note: Viscous oils, 15 to 30 p.p. are quoted 0.5c Cwt. 6.6 Ibs. Cwt. 7.4 Tbs. 
tions to jobbing and compounding trade only. Prices lower: 60-85 and 86-110 No. 2 non-viscous oils, 15 Chicago, Il 10 2.640 32 2.368 
to other refiners generally are lower. to 30 p.p., 0.25c¢ lower Decatur, Il 39 2.574 31 2.294 
Viscous € : la. 3¢ 5 7 J 2 Joliet, Il tu) 2.6) 32 2.368 
500 Vis — vane Pm Bo oe 10° F Unfiltered Steam Refined: (Viscosity at 210°) | Peoria, Ill 39 2.574 31 2.294 
0 p.t "97 50 o7 5 140 : 8.75 (1 8.75 (1 Quincy, Il 3600 2.37629 2.146 
10 “ t > +4 6 4 : 160 9 5011 9 50 (1 Indianapolis, Ind 48 3.168 39 2.886 
15 ae ke ae ea 200 10.501 10.50 (1 Evansville, Ind 16 3.036 37 
25 23 00 74 ‘oo 23 00. wy South Bend, Ind 49 3.234 **42 
aie pus ‘ aS es 28.08 Bright stocks, 160 vis. at 210, No. 8 color: Detroit, Mich ; ° 64 : 4.224 a1 
15@ Vis. (143 at 100) 400-405 fl 0 to 10 p.p 15.00 (1 15.00 (1 Grand Rapids, Mich 58.5 3 86 +50 
0 p.t 25.501 25.50 (1 15 to 25 p.p.... 14.00 (1 14.00 (1 ne — sa aa mo 
10 p.t 24.50 (1 24.50 (1 30 to 40 p.p 13.50 (1) 13.50 (1 = le song Wis 43 2 838 345 
15 p.t 23.50 (1 23.50 (1 E filtered Cyl. Stock 12.50) 12.50 (1 rc cys yee 37° 
25 p.t 21.00 -22.00 — 21.00-22.00 as : — LaCrosse, Wis 460 «3.03637 
y Sine a vies Note: To obtain prices delivered in Chicago, add Minneapolis-St. Paul .. 46 3.036 37 2.738 
vlinder Stocks } ©0.25c¢ per gal Duluth, Minn . $2 3.4: 41.5 3.071 
rt. stk., 145-155 vis. at 210°, 540-550 fl., No. 8 col. Mankato, Minn 16 3.0% 7 2.738 y 
-- = e€ » i : i 7 * 29 2 f 
10 p.t 17 50 l 17.50 (1 _ yg ig : = - 31 ° Hr 
15 p.t 16.5001 16.50 (1 avenport, a 39 <.078 ot <8 
25 p.t 15 00 -15.50  15.00-15.50 Mason City, la 4 2.772 33 5 2.479 
600 S.R. filterable 9 00 —-11.00 9-00-1000 wo ag 33 pte <0.5 es 
650 S.R oes 90 13,08 9 00-1200 J Yacals ansas City, Mo 28 ng eg 
6008 10 7 10 I Natural Gasoline St. Joseph, Mo 2 1.848 22.55 1.665 
63081 11.00 -12.00 11.00-12.00 ; Fargo, N. D 63 4.158 50.5 3.737 
i ; - Group 3 & Breckenridge prices are to blenders on Minot, N. D B3 ». ATE 66.5 4.921 
MID-CONTINENT F.o.b. Tulsa freight basis shown below. Shipments may originate Huron, 8. D a3 3.498 2.5 3.145 
Neutral Oils Vis. at 100° F.0 to 10 PLP in any Mid-Continent manufacturing district. Wichita eat je Pe 
Pale Oil From Ponca City 7.5 *0.495 7.5 0.555 
Vis. Col FOB GROUP 3 From Tulsa 12.5 *0.825 12.5 10.925 
s. oor . 4 * ” . 
60-85 N 9 5.50 5.75 50 - == Grade 26-70 2.875 (Sales 2.875 (Sales From Cushing i! 0.120 I 10.814 
’ ov 0 - » J » oo? >.” » oo? 
86-110-—No. 2 5.50 6 25 >.50 6.25 . _ . *This rate also includes distillate rate at 6.6 Ibs 
ao ' to ae ae ee FOB BRECKENRIDGE — ; san cal 
180—No. 3 9 00 —10.50 8 50 -10.50 Grade 26-70 .. 2.50 (Sales 2 50 (Otns **This rate applies only to residual fuel and gas oil 
200— No. 3 9 00 —-11.00 8.50 -11.00 ; ; P : : ; +This rate is exclusive of distillate which is based 
950—No. 3 10.50 -12. 00 10.00 -12.00 CALIFORNIA FOB plants in Los Angeles basin on 6.6 Ibs. per; al. from Ponca City, Tulsa and Cushing, 
280—No. 3 11.00 -13.75 10.50 -13.75 | 75-85, 350-375 e.p. for Okla.. to Wichita. Includes only gas oil and fuel oil 
300-— No. 3 . 12.00 -14.25 11.50 -14.25 blending ne 4.375- 4.625 4.375 -4.625 NOTE: There is no Group 3 rate to Wichita, Kans 
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SEABOARD PRICES EXPORT AND COASTWISE 


NOTE—Parenthetical figures after prices indicate number of companies quoting when less than three companies are quoting.) 





Atlantic Coast 


Prices are of refiners, FOB their refineries & their tanker terminals, & of tanker termingl operators, 


FOB their terminals)—Prices Effective 


MOTOR GASOLINE 


Min. 80 Oct. 
°39 Research 





Apr. 7 








(Max. 2 ce. 72-74 Oct. 68-70 Oct. 65-67 Oct. 60-64 Oct. 
District: Lead) (ASTM) ASTM ASTM) (ASTM) 
N. Y. Harb. 6.25 7.30 6.25 — 6.50 6.25 6.25 (1 
N. Y. Harb., barges. 6.25 — 6.90 6.00 — 6.25 6.00 (2 6.00 (1 
ROMS... s... 7.00 
Philadelphia 6.00 7.50 6.00 — 6.125 6.00 7.00 6 
Baltimore. . . 6.00 — 6.75 6.00 (2 6.00 (2 5 
Norfolk. . . 6.00 - 7.25 6.00 6.00 — 6.75 >. 50 
Wilmington 6.00 7.25 6.00 (2 5.875- 6.75 5.50 
Charleston 6.50 — 6.75 6.00 (1 6.00-6.25 (1 5 
Savannah 6.125- 6.75 6.00 (1 5.875-— 6.25 
Jacksonville 6.125- 6.75 6.00 (1 6.00 — 6.25 5.875 (1 
Miami........ 6. 125-6.75 (2) 6.00 —6.25 (1 3.e0 ( 
Tampa. 6.125- 6.75 6.00 (1 6.00 -6.25 (2 5.875 (1 
Pensacola 6.00-6.25 (1) ell 5.75 —6.00 (1 
Mobile... . 5 .625-6. 25 (2) >. 625-5 .875 (1 >. ate UO 
Portland. . 7.20 — 7.50 7.00 (1 
Boston. . 7.10 6.25 6.90 6.25 (1 6 25 6 85 
Providence 7.10 6. 85-6. 90 (2 6.85 (1 
FUEL OILS 
KEROSINE 
and /or 
NO. 1 FUEL No. 2 No. 3 No. 5 No. 6 
N. Y. Harb. . + 80 +20 1.20 $1.55 $1.25 
N. Y. Harb., barges + 70 1.10 1.10 
Albany... 5.10 1.60 1.60 (2 $1.85 (1 $1.45 (1 
Philadelphia 4.75 5.00 1.00 1.25 1.00 $4.25 $1.37 -$1.47 $1.25 
Baltimore. . +.75 4.25 4.25 $1.47 (1) $1.25 
Norfolk 1.75 5.00 4.25 ‘23 (2 $1.25 (2 
Wilmington. . 4.75 - 5.00 4.25 
Charleston... . 1.75 5.00 tao $1.20 (2 
Savannah 4.75 5.00 ‘.25. (1 $1.20 (1) 
Jacksonville 1. 875- 5.00 4.25 (1 1.25 (1 $1.20 (1) 
Miami +.875-5.00 (2) 
Tampa. . 75 5.00 4.25 (1 $1.15 (1 
Pensacola 4.50-4.75 (1) 
Mobile 150 4.75 
Portland 5.00 1 60 1 60 $1.85 (1) $1.25 -$1.45 
Boston 1.90 1.50 1.50 $1 .55 (2) $1.25 
Providence 1.90 150 1.50 $1.50 -$1.55 $1.25 
Bunker C Fuel Diesel Oil Gas House 
Ships’ bunkers Ships’ bunkers Diesel Oil Gas Oil 
(Ex Lighterage) Ix Lighterage Shore Plants 28-34 Gravity 
N. Y. Harbor $1.25 $1.75 1.20 4.30(2 4.30 (2 
Albany $1.45 (1) $1.95 (1 1.60 «1 1.80 (1 
Philadelphia 1.3 $1.75 
Baltimore $1.75 1.25 (i ‘25 0 
Norfolk $1.75 4.25 (1 ‘.25 (i 
Charleston. . 2 $1.75 $.25 (l $.25 (1 
Savannah $1.20 (1) $1.785 (1 
Jacksonville $1.20. (2 $1. 785-$1.89 
Tampa $1.15 (2) $1 785-$1. 89 
Portland $1.25 -$1.45 $1.85 1.60 (1 1.70 (1 
Boston $1.25 $1.75 1.50 (2 1.60 (2 
Providence $1.25 $1.75 1.50 (1 1.60 (1 
. “ , 
New York Export Lubes Naphtha 
eo » " . . . a , . 
(Penna. Products in bbls. FAS New York Pitoes Effective V.M.&P. it init 
Prices’ Effective Apr. 7 Mar. 31 —s Pnaqeeee — 
Baltimore 9 50 (2 8.00 
Bright stock: New York Harbor 9 50 8.50 
*hilade t stric 0.00 (2 8 00 9 00 
Light, 25 p.t. 24.0001 24.0001 a pe eet e 00 (2 8.75 9.25 
Neutral oil: Providence 9 00 (1 8.75 (2 
150 3 color, 25 p.t 29 00 (1 29.00 (I 
600 s.r., untilt 18.00 (1 18.00 (! 
650 s.r., untilt. 18.50 (1 18.50 (1 
600 fl. sur, 19 00 (1) 19.00 (1 
630 1 sor 20 00OC1 20 00 (1 


Quotations at 
except where ot 


seaboard, Los 
herwise noted 


Prices Effective Apr. 7 

W ax 375 e.p. blend, 70 oct 2.o¢0- 3.625 

390 ep blend, 68 oct >. E25 5.375 

(Melting points are AMP, 3° higher than EMP 390 e.p. blend, 66 oct » 25-58% 
Ds wes prices FAS c.l. Domestic prices FOB, in bags 4100 e.p. blend, 65 oct 

el Seale solid; fully refined slabs min 1 To » 125 
5 Motor under 

Prices Effective Apr. 7 65 octane $.625- 5.00 
38-40 grav. w.w. kero., 

New Orleans nN. fF. oo, 150 fire point 150 5.00 

Export Domestic Export 41-43 grav., w.w. kero 1.75 5.00 

Crude Seale i4 grav., w.w. kero 5.00 5.50 


124-6 Yellow 3.10 (1 
122-4 White 
124-6 White 3.10-3.37 


Fully Refined 


123-5 is 

125-7 eae 5.60001 
128-30 ne 5.60(1) 
ag, Se 5. 85(1 
See ro 


135-7 40(1 
108- i White Match wa 





, 1001 Diesel fuel, 24 & above $1.25 -$1.30 
3 05-3 25 Diesel fuel, under 24 $1.15 -$1.25 
5(2 3.10-3 25 30-34 grav. diesel (gas 
oil) Pac. Spec, 200 $1.25 -$1.35 
Grade fuel, Pac 
: 60 (a 5 60 (2 Spec. 400 $0 625-$0 75 
5 Pag 70 rs cM In Ship's Bunkers, or deep tank lols 
) : 85 5.85 Diesel fuel, Pac Spec 
) iS 6.15 200 $1.35 -$1.45 
) ” 40(2) 6.40 Grade C fuel, Pac 
x (tight bbis.).....3.50 (1 Spec. 400 $0.70 -$0.75 


Pacific Export 


Angeles, cargo lots, 


Mar. 31 
9.3¢9-9.625 
9. 125-5 .375 
5. 125-5 .375 
‘7a —3.125 


150 >. 00 
4.75 > 00 
5.00 >. 50 
$1.25 -$1.30 
$1.15 -$1.25 


$1.35 -$1.45 
$0.70 -$0.75 


Pacific Export (Cont'd) 
Prices Effective Apr. 7 Mar. 31 
Cased Goods: (Per case 


U. S. Motor $1.35 -$1.45 $1.35 -$1 


375-400 ep. blend, 

65 oct. & above $1.50 -$1.60 $1.50 —-$l 
100 e.p. blend, under 

65 oct $1 40 -$1.50 $1.40 -$1 
10-43 grav. w.w. kero., 

150 fire point $1.30 -$1.40 $1.30 -$1 


Kero » pw 


$1.25 -$1.35 $1.25 -$1 
Tanker Rates 


Approximate rates. Cents per bbl.) 


5 


Gulf-N. Atlantic: Last Owners 
not E. of N.Y Paid Ask 
Hvy. Crude & Fuel (10 to 
19.9 gravity 27 
Light Crude, 30 grav 
or Lighter 50 
Gasoline a 
Kerosine a 
No. 2 Fuel 62 


a) No rate for gasoline or kerosene in last repo 
‘clean” fixture 


Gulf Coast 


Prices for sales made or firm offers reliably reported 


for sales pending in cargoes FOB ship at Gulf, 
minimum of 20,000 bbls. Prices are by refiners « 
to other refiners, export agents, or to large tar 
terminal operators at the customary trade 
tions noted 

Prices Effective Apr. 7 
Motor Gasoline Domestic 


Min. 80 oct. °39 Research, max. 2cc 
lead 5.50 ) 


60-62, Gravity, Max. 400 e.p. 


72-74 oct. leaded (ASTM §.125- 5 
70 oct. unleaded A 5.25 5 
68 oct 1 oa ee 
65 oct = se 5.00 
60 oct a es 1.75 
41-43 w.w. kerosine . }. 20 3 
No. 2 fuel “I 3.125~- 3.5 
Gas Oil—Less than % of 1% sulfur. 
Below 43 die sel inde x 3.125 , 
13-47 3.125- 3 
48-52 $.125- 3 
53-57 ~ 3.29 5 
58 & above diesel index $625 
Diesel Oil, ‘ed bunkers ex-l’ghterage $1.35 -$1 
Bunker C $0 80 —$0 
Bunker C, cargoes $0 80 —$0 
Motor Gasoline Export 
60-62 Gravity, Max. 400 e.p 
72-74 oct. leaded (ASTM 5 25 ° 
70 oct. unleaded r <4 25 5 
68 oct i pa >.20 
65 oct. ‘is ‘7 > 00 
60 oct. 4 * 1.75 
61-63 Gravity, Max. 390 e.p 
72-74 oct. leaded (ASTM 5.125 
60 oct. unleaded = 
64-66 Gravity, Max. 375 e.p. 
72-74 oct. leaded (ASTM 5.125 
60 oct. unleaded 6 
41-43 w.w. kerosine 3.25 , 
Gas Oil—Less than \% of 1% sulfur ’ 
Below 43 diesel index 3.125 , 
13-47 = m 3. i2> 3 
18-52 3.125 
§3-57 5.20 , 
58 & above diesel index $ 625 
MID-CONTINENT LUBES 


for 
mnily 


tker 


specificen 


At Gulf; in packages, FAS.; in bulk FOB terminals 
Apr. 7 
New 
Steel Drums Bulk 

200 vis. D. 210 brt. 

stock 25. 80-26. 30 (2)19. 80-20. 3 
150 vis. D 210 brt 

stock 0-10 p.p 21-80-22. 30 (2)15. 80-16. 31 

10-25 p.p 21.80 (1 15.80 
100 vis. D 210 brt 

stock 0-10 p.p. 21.80 (1 15.80 

10-25 p.p 21.30 (1 15.30 
200 vis. No. 3 col. neutral: 

0-10 p.p 17.00 (1 11.30 


SOUTH TEXAS LUBES 


Vis. at 100°, c. t. 0, blk exprt. shp., FOB terminals 


Unfiltered Pale Oils: Apr. 7 Mar. 31 
Vis. Color 

100 No. 3 6.00 (2 6.00 
200 No. 3 7.50(2 50 
300 No. 3 8.00 (2 8.00 
500 No tle 9 00 (2 9 OO 
750 No. 4 9 50 (2 9 50 
1200 No. 4 10.00 (2 10.00 
2000 No. 4 10.25 (1 10.25 
Red Oils 
Vis. Color 

100 No. 5-6 6.00 (1 6.00 
200 No. 5-6.. 7.50 (2 a0 
300 No. 5-6 8.00 (2 8.00 
500 No. 5-6 9 00 (2 9 00 
750 No. 5-6.. 9.50 (2 9 50 
1200 No. 5-6 10.00 (2 10.00 
2000 No. 5-6 ; ‘ 10.25 (2 10.25 


, 


> 


m tote 


tetsetotsctsis— 





(a) 0.4c discount generally given for slabs loose 











NATIONAL PETROLEUM 


NEws 


























footnote 


do not include tares; kerosine taxes where levied are indicated in footnotes 


TANK WAGON PRICES 


Commercial or consumer tank car, tank wagon, dealer, and service station prices for gasoline do not include taxes; they do. however 
Gasoline tares, shown in separate column, include 1.5c federal, and stale taxes 


These prices in effect Apr 


marketing companies at their headquarters offices, but subject to later correction. 


Kerosine tank wagon prices 


include inspection fees as shown in general 
: also city and county lares as indicated in footnoles. 
Dealer discounts are shown in footnoles 


also 


, 1941 as posted by principal 





S. O. New Jersey 
Esso (Regular Grade) 


Consumer Gaso- Kero- 





Tank Dealer line sine 

Car T.W. Taxes T.W. 
*Atlantic City, N. J 6.8 8.1 $.5 7.4 
*Newark, N. J. 6.8 8.1 4.5 7.4 
Annapolis, Md 7.35 8.35 $.5 9.5 
Baltimore, Md 6.75 3.25 §.5 8 
Cumberland, Md 8.15 965 5.5 10 
Washington, D. C. 7 8.5 3.5 9 
Danville, Va. 7.95 10.45 6.5 9 
Norfolk, Va 6.75 9.25 6.5 9.5 
Petersburg, Va 7.05 955 6.5 10.5 
Richmond, Va 7.05 9.55 6.5 10.5 
Roanoke, Va 8.25 10.75 6.5 10 
Charleston, W. Va 7.55 10.05 6.5 11.5 
Parkersburg W. Va 6.85 9.35 6.5 11.2 
Wheeling, W. Va 7.85 8.9 65 11.8 
Charlotte, N. C 8.9 9 2.” 9 8 
Hickory 9.45 10.95 7.5 9.7 
Mt. Airy, N. C 9.3 8.5 7.5 10.4 
Raleigh, N.C 8.65 95 7.3 9.7 
Salisbury, N.C 8.95 8 7.5 30.1 
Charleston, S. C. 6.75 5.3 7.5 
Columbia, 8. C 7.6 10.1 7.5 
Spartanburg, S. C 8.3 10.8 7.2 


Mineral Spirits V.M.&P. 
TW T 


P “We 

Newark, N. J 10.5 14.5 
Baltimore, Md 15 
Washington, D. C 15 

Fuel Oils—T.W. No. 1 No.2 No.3 
Atlantic City, N. J. 7.4 6.2 6.2 
Newark 7.4 6.2 6.2 
Annapolis, Md 6.5 
Baltimore Fj 6.25 5.75 
Washington, D. C 7.6 6.75 6.75 
Norfolk, Va 7 6 6 
Petersburg 7.25 6.25 
Richmond 7.25 6.25 6.25 
Charlotte, N. ¢ 8.8 7.6 
Hickory 7.2 
Raleigh 8.7 7.3 
Charleston, S. ¢ 6.3 
( olumbia 7 3 
Spartanburg 8 


‘Effective March 4, ‘41, minimum retail 
price of 10.9¢ posted thru New Jersey 
Discounts 


resale 


to undivided dealers, 0.5c off dealer 
thru territory, except New Jersey. While 


Esso gasoline 
t.w. price 


ibove posted prices continue at Atlantic City and 
Newark, dealers will pay net price of 7.8c per gal. for 
l’ssc; dealers having pumps marked only Esso, Esso 


Extra and Standard White gasoline will pay 7.3c per 
gal. for 

Kerosene—\e off t.w. price for 25 gals. or more, 
under contract thru territory (Baltimore city contract 
not necessary) except no discount in state of New 


Esso 


Jersey 
Vaphthas lo 
it one time 


buyers taking following quantities 

Newark, 2c per gal. on 200 gals. or more, 

less than 200 gals. 0.5c higher price: Baltimore, 2c off 

on 25 to 100 gals. and 3c on over 100 gals.; Washington, 
off to contract buyers 


Socony-Vacuum Oil Co., Ine. 





Socony Mobilgas (Regular Grade 

Com. Undiv. Gaso- 
Com. Cons. Dtr. line 
TC. T.87. T.8W. Tanes 

New York City 
Manhattan & Bronx le ce 7.9 "> .5 
Kings & Queens ee ae 7.9 >. 
Richmond 7.9 7.2 i. eS 
Albany, N 7.9 7.6 8 5.5 
singhamton, N. Y 8.8 8.5 9 5.5 
Buffalo, N.Y % a. 8.2 2.2 
Jamestown, N.Y % oe 8.2 5.5 
Mit. Vernon, N.Y 7.7 7.4 7.9 >.> 
Plattsburg, N. Y 8.9 8.6 9 1 5.5 
Rochester, N.Y $.7 8.4 8.9 >.2 
Syracuse, N.Y 8.5 8.2 8.7 5.5 
Bridgeport, Conn o<5 4.4 7.9 15 
Danbury, Conn 8.2 7.9 8 4 ‘2 
Hartford, Conn 8.3 8 805 45 
New Haven, Conn 7.7 7.4 7.9 io 
Bangor, Me 7.9 7.6 8 9 5.5 
Portland, Me 1.2 4.2 8.5 5.5 
Boston, MViass 7.1 6 8 7.3 15 
(Concord, N. H 8.8 8.5 9 5.> 
Lancaster, N. H 10 9.7 8.2 > 5 
Manchester, N. H 8 6 : 8 >.> 
Providence, R. I 7.1 7.1 7.9 15 
Burlington, Vt 8.9 8.6 9 ] 2.2 
Rutland. Vt 9 8.7 9.2 2.2 


Mineral Spirits V.M.&.P. 
aews . 


r.W. 
Buffalo, N.Y 9 6 10.3 
New York City 9 10 
Rochester, N. ¥ 10.5 11.2 
Syracuse, N. Y 11.3 
Soston, Mass 11 11 
sridgeport Conn ia.5 12 
Hartford, Conn 11 11.5 
Providence, R. I. 11 12 


Mobil- Mobil- 
Kero- fuel heat 
sine Diesel Fuel 
YardTW TC TW Yard TW 
New York 
Manhat’n& Bronx 7.5 6.5 6 
ings & Queens > 7.2 6.5 4.4 6 
Richmond S28 3.2 6.5 4.5 6.2 
Albany >a £8 6.8 686 6.8 6.3 
Binghamton 7 9 6.3 7.8 
Buffalo 6.2 8 Ss 7.3 B.S Da 
Jamestown 5.9 8 5.9 7 
Mt. Vernon.. 3.2 7.7 7 $6 6.2 
Plattsburg 59 79 5 6.9 
Rochester 66 8.6 $.8 7.3 
Syracuse 6.5 8.5 6 7.0 
Conn 
Bridgeport 3.4 7.3 18 6 
Danbury 5.9 7.8 5.4 6.5 
Hartford 19 68 6.4 44 6.3 
New Haven 18 68 18 63 
Maine 
Bangor $6 7.5 5.8 ¢€.7 
Portland 5.6 7.8 § 7 5 6.5 
Mass 
Boston 5:3 7.3 ¢.9 6.9 6@.9 6.5 
N 
Concord 6.8 3:2 6 4.2 
Lancaster a 7 8.5 
Manchester 6.2 8.5 8.7 7.2 
R.1 
Providence 5.3 7.4 19 69 19 6.41 
Vermont 
Burlington 59 7.9 §.3 6.7 
Rutland 6.1 8.1 $.$ 7 


*Plus 2% city sales tax computed at time of each sale 

tPrices apply to consumers only in quantities over 
1000 gals. annually; for quantities under 1000 gals 
annually, add 0.5c per gal 

Discounts: Gasoline—To undivided dealers, 0.5c 
less than divided dealer t.w. Diesel—On t.w. deliveries, 
0.5c¢ for at least 400 gals.; le for full tank truck 


Atlantic Refining 


Atlantic White Flash Gasoline (Regular Grade) 





mer- Gaso- Kero- 
Dealer line sine 
T.W. Taxes T.W. 
Philadelphia, Pa 7 8 5.5 9.5 
Pittsburgh 7.5 9.5 5.5 10.5 
Allentown 7.8 9 5.5 10.5 
Erie 7 9.5 5.5 10 
Scranton i 9 5.5 10.5 
Altoona 7.5 95 5.5 10.5 
Emporium 7.5 95 5.5 10.5 
Indiana 7.5 95 5.5 10.5 
Uniontown 72 9.5 5.5 10.5 
Harrisburg rm 9 $.s 10.5 
Williamsport 7.5 9 5.5 10 
Dover, Del 85 5.3 10.5 
Wilmington, Del 8 5.5 10 
Boston, Mass . 78 $.2 7.9 
Springfield, Mass 9 4.5 8.6 
Worcester, Mass 8.5 4.5 7.5 
Fall River, Mass 8.4 5 8.1 
Hartford, Conn 9 15 7.8 
New Haven. Conn 8 4 $.5 8.4 
Providence, R. I 8.4 15 8.1 
Atlantic City N. J 7.8 5 7.4 
Camden, N. J 7.8 5 7.4 
Trenton N. J 7.8 $.2 7.4 
Annapolis 1d 8% 85 5.5 8 
Baltimore, Md 8.25 5.5 7 
Hagerstown, Md 9.35 5.5 7.6 
Richmond, Va 9 55 6.5 95 
Wilmington, N. ¢ 9 35 7.5 9 
Brunswick, Ga 85 | *9 
Jacksonville, Fla i 8.5 10 


Mineral Spirits V.M.&P. 
T.W.4 T.Wet 


Philadelphia, Pa 12 14.5 
Lancaster, Pa 13.5 16 
Pittsburgh, Pa 14.5 14.5 

Fuel Oils—T.W. 

1 2 3 5 6 

Phila., Pa 71.9 6 6 ‘26 3.50 
Allentown, Pa 8.5 65 65 
Wilmington, Del 8 00 6 6 
Springfield, Mass 8 6 6 4 6 4 
Worcester, Mass 7.5 7 7 
Hartford, Conn...... 7. 6.2 6.2 


*Does not include le Georgia kerosine tax 

tMineral Spirits prices also apply te Stoddard 
Solvent; V.M.&P. prices also apply to Light Cleaners 
Naphtha 
Discounts 

Gasoline—to undivided dealers, O0.5c off 
t.w., except Georgia & Florida dealer t.w 
divided dealer t.w. prices are same 

Kerosine—Thru Penna. & Delaware, 2c off t.w 
price on t.w. deliveries of 25 gals. or more at one time 

Naphthas— Philadelphia, 200 gals. or more at one 
time, 2c off, Lancaster, contract buyers taking 1000 
gals. or more per year, one drum up, 2c off; non-contract 
buyers, 200 gals. or more at one time, 2c off. Piitts- 


dealer 
and un 


burgh, 500 gals. or more at one time, 2c off 





S. 





Ohio, Statewide 
Akron 
Cincinnati 
Cleveland 
Columbus 
Dayton 
Marietta 
Portsmouth 
Toledo 


O. Ohiott 


*Sohio X-70 Gasoline 
(Regular Grade) 


Con- **Re- 

sel- 

lers 
1! 9 12.3 
11 8 10 
11 t 10.5 
1! 8.5 11.5 
11 8.5 11.5 
11 2.0 10 
11 8.25 il 
il 8.5 11.5 
11 t 10.5 
11 ..2 11.5 


Youngstown 


line 


Aviation Gasoline—Statewiue 


Sohio Aviation 

Esso Ethyl Aviation 
Esso Ethyl Aviation 
Esso Ethyl Aviation 
Esso Ethyl Aviation 
sso Ethyl Aviation 


S. RK. Solvent 

D.C. Naphtha 
V.M.&P. Naphtha 
Varnolene 

Sohio Solvent 


Fuel Oils—T. 


Ohio, Statewide 
Cleveland 


*Renown 


third-grade 


Consumer 


unless otherwise noted 


**Except authorized agents 


| Kerosine prices 


» 
> 
> 
> 
» 
, 
, 
’ 
> 


, 
, 
» 
’ 
> 
, 
, 
’ 
’ 

>.” 


Gaso- |Kere- 
sine 
iS.S. Taxes T.W. 


8 


Casoline 


rw Taxes 
14.5 5.5 
74 Oct 15.5 5.5 
80 Oct 16.5 5.5 
87 Oct i7.3 3.5 
90 Oct 17.5 5.2 
100 Oct 24.5 5.5 
tNaphthas—T.W. 
State- Lucas 
wide County 
12.75 12.75 
13.25 13 
13.25 13 
13.25 13 
13.25 13 
Ww. No. 1 No. 2 No. 3 No. 4 
1.2 7.5 7 
9 5 9 5 9 0 6.75 
prices are same as \-70 
are ex le state tax Naphtha 


prices are ex 1.5c federal & 4c state tax 
{Prices at company -operated stations 
{tStatewide prices are subject to exceptions other 


than those shown 
Discounts 
Ksso 
and resellers, 2c off 
Fuel Oils 


avialion-——on 


contract to hang 


consumer tow 


operators 


Statewide prices are for t.w 


& 


drum 


deliveries of 50 gals. or more; prices for deliveries of 


5 Cleveland Nos. 1, 


less than 50 gals 
» 


100 gals. and over 


are O.oc higher 
2, and 3 prices are for bulk deliveries of 5 to 99 gals.; 


Cleveland No 


are Ze less 


is for full compartment hose dump only 


Naphthas 
Statewide 
0.75e; 2500 to 4999 
Lucas County 
20 to 249 vals., 0.56 
over, l aT 


s. O. 


to contract 
300 to 999 gals., 0.5« 
5000 or more gals., 
tank wagon price; 
500 gals. or 


Less than 50 gals., 
- 250 to 499 gals., le; 


gals., le; 


Kentucky 


Crown Gasoline (Regular) 
Standard (Third Grade) 


(Covington, ky 
Lexington, Ky. 
Louisville, Ky 
Paducah, Ky 
Jackson, Miss 
Vicksburg, Miss 
Birmingham, Ala 
Mobile, Ala 
Montgomery, Ala 
Atlanta, Ga 
Augusta, Gia 
Macon, (sa 
Savannah, Ga 
Jacksonville, Fla 
Miami, Fla 
Pensacola, Fla 
Tampa, Fla 


*Taxes 


county gasoline taxes 


le city; 

le city Creorgia 
kerosine tax 
prices 


tConsumer t.w 


In tax column 


consumers off t.w 
1000 to 2499 gals., 


1 price 


prices 


Caso- Kero- 


{Net Dealer 
Crown Standard 
7 6.5 

y 7 
85 6.5 
% 7 
65 ».5 
% 7 
% ri 
~ 6 
Boo 7.5 
9 8 
9 % 
9 % 
% 7 
8 7 
1.a 6.5 
8 7 


Mobile, a 


Taxes 


6 
6 


*Q 


& 


d 


, 
’ 
> 
, 
> 
, 

> 
o 

» 
5 

> 
» 
o 
> 
> 


and Montgomery, Ala 


S. O. Indiana 


Red Crown (Regular Grade) 
Standard (Third Grade) 


Red Dealer Prices 


( hic ayo il 
Decatur, Il 
Joliet, I 

Peoria, I 
Quiney, Tl 
Indianapolis, Ind 
Evansville, Ind 


Crown 
Cons. Red Stano- 





10 6 8.6 6 9 
10 6 9 1 67 
ll 6 Wl i 
11 6 9 2 8.6 
11.4 9 9 # 

11 8 9 8 9.4 
ll 6 9 4 8.5 


Continued on next page) 





Mississippi 0.5ce, not included 





Vee eee 


sine 
pf - 
9 
” 
8.5 
0 
*8.5 
*8 
% 
8 
"9 
#4) 
*8 5 
*8 
*% 
8 
8 
8 
% 


are included these city and 
city: Birmingham, 
Montgomery, le city and le county; Pensacola, 


have le 


in above 


prices are same as net dealer prices. 


(,asoe- Kere- 










































































Commercial or consumer lank car, lank wagon, dealer, and service station prices for gasoline do not include taxes: they do. however include inspection fees as shown in general iv 
footnote. Gasoline taxes, shown in separate column, include 1.5c federal, and stale tares; also citv and county tares as indicated in footnotes Kerosine lank wagon prices also 
do not include lares; kerosine lares where levied are indicated in footnote Dealer discounts are shown in footnoles These prices in effect Apr 1941 as posted by principal E 
markeling companies at their headquarters offices, but subject to later correction 
r 
B 
’ . ~ *s ‘ es . i. . ™ Ss 
a. 0. Indiana (Cont'd) S. QO. Louisiana S. O. California ; 
ted Crown (Regular Grade) : ‘ : . : " . C 
Stanolind (Third Grade) Esso Gasoline (Regular Grade) Standard Gasoline (Regular Grade) 1 
Red Dealer Prices “eens Gaso- Kero- Flight Gasoline (Third Grade) F 
; ank Dealer line sine . =e . 
Crown Gaso- Kero- Car T.w Taxes T.V Standard Fligcht Gaso- } 
Cons. Red Stano- line sine New Orl teens gee o oo Tank Tank line 
-W. Crown lind Taxes T.W ta roses r 3 be 8 =) ae ri Truck Retail fool Retail Taxes N 
at ge ‘ 4 ,.7 f 5 5 . . . 
South Bend, Ind 11.8 10.3 9 3 af 0 Al oth 8 agg . - y4 35 8 as e . KO “4 San Francisco, Cal 12 13 10 11 4.5 I 
Detroit, Mich 10.1 8.6 7.6 es. #3 S teatie. tn. 6 5 . 8 = nt Los Angeles, Cal 11.5 12.5 9.5 10.5 4.5 I 
Grand Rapids, Mich. 10.30 88 85 cs 23 Laka‘ Charies. 6 25 o 2 oe #0 Fresno, Cal 13 14 11 12 15 \ 
Saginaw, Mich 10.9 OF B89 Ss 673 Siieavanicacs F ; . = ‘ Y ila a = 4 Phoenix, Ariz 14 15 11 12 6.5 
” e . “ ' “ ‘ bid - ° ef 
aan ” iy = is + : 9 re 8 =e 4 % Knoxville, Tenn 9.5 22.5 8.5 12.5 = aie “4 ‘ ) I ‘ ai l 3 = cs ~ 4 - ys ~~ A 
iwaukee, Wis 1 3 H 9.9 2 Memphis, Tenn 65 R 5 85 10.5 or tlane re 12 > I: 5 10 > ] 9 6.5 
La Crosse, Wis 12 105 10 > 5 10.4 Chattanooga. Tenn 9 8 83 8 5 il Seattle, Wash. 2.5 13.5 10.5 11.5 6.5 | \ 
Minneapolis-St. Paul. 12 10.2 Pe 4.5 10.4 Ni ashville. Tenn 85 9 8 5 10 Spokane . Wash 14 15 12 13 6.5 . 
" = _ Be ; 8.! > Sk ms a A - ” | 
op = +. | 4 4 : 1 ; 2 = 6 sristol Tenn 9 75 9.75 85 12 Tacoma Wash. 2.2 3.5 36.5 33.3 6.35 
Dew Moi ae ri _ Sees Little Rock, Ark 6.75 8.5 8 10 ayer P 1 
es Moines, la 11 4 9.9 84 1.5 9 8 4 Stanavo Aviation Kerosine 
Davenport, Ta Il 6 1001 9 6 15 *10 Louisiana kerosine prices are ex le state tax Tank Gasoline Tank ( 
Mason City, La 11.8 10.3 7.4 4.5 *10.2 Discounts 5 ay Ee ? Pruck Taxes Truck 
St. Louis. Mo 10 7 y = 7 5 * 4 5 9 6 I SSO Gasoline To individed dealers OO off dealer S n Fr: a i Cc l 15 - 1 - 11 - | 
: “a = ‘ 4 t sa IcIsSCcO a >.a 2 » 
Kansas ¢ ity, Mo 10.9 7.9 6.9 1.5 8 6 Ww Cnn Kaas cles, Cal 15 AS 10 
St. Joseph, Mo 109 9 8 "4.50084 - 95 , 
KF: ms N D oe - a é a Fresno, Cal 16.5 5 12.5 | “ 
BtgO, 2%. yo2 ING ? 4 eps 11.6 Phoenix, Ariz i. 6.5 *12.5 | 
Huron, S. D 2:5 i 10.5 5.5 10.9 Sunn. Nev 175 = = 13.5 | 
Wichita, Kans 98 B3 6 5 7.2 i ble Oil & Refini C Portland, Ore 16 63 S's - 
. . . - > i » co 4 Mere - : - | 
Stanavo Aviation 73 Octane umbItle t c € Ining oO. Seattle, Wash 16 6 5 13 5 | 
Chicago, Tl 14.9 Humble Motor Fuel (Regular Grade anne on + : 4 7 4 
H H - - = _— » A = acoma, ash » I-00 oo.” 
Detroit, Mich : 16.5 15 Phriftane (Third Grade) - . ; . . - \ 
Milwaukee, Wis 15.1 5.5 i 2 : Taxes: Phoenix kerosine price is ex 5c state tax 
Mitaneausits Winn 15 3 13 Humble Phriftane Gaso- Discounts | 
St. Louis. Mo 14 5 *a 5 fank Re- Tank Re- line To Resale & Commercial Consumers —3c off posted 
Kansas City, Mo 401 *4.5 Wagon tail Wagon tai! Taxes tank truc k tax included price on Standard & Stanavo 
Fargo, N. D ; 16.5 5.5 Dallas, Tex 16.5 9:5 5.5 8 5.5 Aviation, 2c off on Flight. Deliveries less than 40 gals 
Huron, S. D 15.8 es Ft. Worth, Tex 6.5 10.5 5.5 8.5 5.5 to commercial consumer trade, le a gal. above posted 
. 4 Houston, Tex (G 11.5 5.5 38.5 5.5 tank truck tax included price, except single deliveries 
Oleum V.M.&P. Stani- : San Antonio, Tex yf 5 11 5 5 5 8 5 5 S to Marine trade only which are billed at posted tank 
Spirits Naphtha sol *Taxes truck tax included price less 3c for Standard & Stanavo | : 
Prices are base prices before discounts : Kerosine | Aviation, and less 2c for Flight , : : , 
Chicago 2.7 13 12 4 15 “Tank Wagon Retail Kerosine —Tank car and track & trailer deliveries, 3e | ‘ 
De trot 15 » 14.2 15.7 45 Dallas. Tex 6 10 off posted tank truck price; plant stem deliveries to 
K Rin. 12 9 13 Ps 134 15 Ft. Worth. Tex - iI jobbers, 2.5c off posted tank truck price 
2 } . ) 7 
St poe 13.2 14.2 12.4 15 Houston, Tex 8 11 = 
Milwaukee 38 148 14.3 es San Antonio, Tex 7 II 
Minnep'ls 1 15 5 AR 1.5 74 Oct. Aviation Gasoline. Clear Fank Car 
Fuel Oils T.W. FOB Baytown, Tex 8.5 i . 
; . } ‘ ‘ ‘ 
seen ater Oil *To all classes of dealers & consumers ( vanada | 
1-99 vals (Discounts to dealers only: Humble te: Thriftane PRICES OF IMPERIAL OIL LTD. 
100-1 19 gals 0. 5« Per Imperial Gallon, which is 1.2 U. S. Gallons | 
150 gals. & over 3-Star Imperial Gasoline (Regular Grade) | 
Stanolex Stanolex é 1i « li Kero- } 
o. 1 Furnace Oil ry a ee . pasoline casoline sine } 
1-99 yale... ge cage Phe Texas Co. VW. Taxes T.W. | | 
100-399 gals 7.25 7.25 Gasoline—Dealer T.W.  Gaso- Hamilton, Ont 16.5 : 4 
100 gals. & over 6.75 6.75 Fire-Chief = Indian line ee Ma a ? 7 23 
Stanolex  Stanolex (Regular) (3rdGrade) Taxes regan — 0 > 59 5 } 
, : : : * Shige ae Winnipeg, Man 20.5 7 22.5 
Fuel Oi A Fuel Oil B Dallas, Tex 6.5 05 5.5 Regina, Sask 18 7 20 | 
1-399 gals 6 6 Ft. Worth, Pex 6 > 3.5 2.5 | Segketoon, Sask 20.8 7 22.8 | 
410-799 gals a ar Wic a I a Tex as pens oe Edmonton, Alta 18.9 7 20.9 
800 gals. & over 4.75 S..7- se a re — ae 4 2.99 Calgary, Alta 16 7 18 
Stanolex Bunker © Fuel Oil it Daan. PD . “Sad ed Vancouver, B. C 16 é 23 
Kl Paso, Tex 9 { >.5 ‘ 8 16.5 | 
1-999 gals 175 < hncate Po eee — 3.3 Montreal, Que 16 D. 0 | 
1000 gals. & over 3.73 Wac "Te eae + ss a4 St. John, N. B 14.50 10 18 
Sennet Pe a tees lS con aS “ie Halifax, N.S 14.50 10 18 
Stanolex Stanolex S ’ : ‘.” 2.0 9 ‘ . “eens wane as | 
Other Points: No. I Furnace Oil Houston, Tex 7.5 §.5 5.5 Discounts: Gasoline Maritime F owing ae a | 
Indianapolis San Antonio, Tex 7.5 es ee & divided dealers, t.w. pric e; British Columbia | 
1-99 pals #8 5 Port Arthur. Tex 7 © es ee undivided and divided dealers, 2c off t.w. price; balance 
100 gals. & over *7.5 of territory undivided dealers, le off t.w. price, | 
Detroit divided dealers, t.w. price 
1-99 gals.. 7.8 | | 
100 gals. & over ek 7.8 
Milwaukee 
1-99 gals... . 9.2 8.7 y i i 
Boy: ee = 8.2 Continental Oil 
Minneapolis , Tank Wagon Price Changes 
1-99 gals 82 89 Conoco De- 
100 gals. & over = 7 4 Bronz-z-z mand Gaso- Kero- (These changes have been made 
100-199 gals. 77 (Rogetes) (3rd Grade) line sine in price tables) 
200 gals, & over 72 Tank Wagon Taxes T.W. | 
. Louis Denver, Col ‘ae 65 §.5 10.5 s ; Vobil 
1-99 gals. 8 7 2 Grand Junction, Col 11 10 §.5 2 Socony-Vacuum —Mobilgas. 
100 gals. & over 7 6.5 Pueblo, Col 7.9 6.9 5.5 9 Following advances in t. c¢., consumer 
Kansas City Casper, Wyo 11 10 2.9 11.5 t. w. & dealer t. w. prices: April 1, 
vale - ve . € ‘ ee : - . mt > 
_1-49 gals 78 Cheyenne, Wyo ? 8 5.5 Il Albany, Plattsburg, Burlington & Rut- 
50 gals. & over....... 6.8 Billings, Mont 11 10 6.5 12 li 9 Tau Var City 0:90 
° . = : ind 0.3c; April 2, New York City 0.2¢ 
1-99 gals. 8 Butte, Mont 10 9 6.5 13 * %e 
gree : a , = > to 0.4c, Jamestown & Concord 0.2¢ 
100 gal ( Falls, M ) 9 
gals. & over 6.8 meat Falls ont If 6.5 12 “ anes : aged etic A 
ee Helena. Mont 10 Pi ag 125 Bangor, Portland & Lancaster 0.3¢, 
_ *Paxes: In gasoline tax Fg oa are included these Ci takai tie tiah 16.5 95 5 5 14 : Manchester 0.3c to 0.5«¢ April 3, Bing- 
city taxes — Kansas City, Joseph, and St. Louis, tan Nike ; 12 | Wd 63 16 hamton 0.2c. Rochester 0.4c, Syracuse 
le. Indiana kerosine =F ‘fuel oil prices are ex 4c 1 F il Id 131 12 I = -. le 
state tax: Lowa kerosine prices are ex 3c state tax “aliases Saag Q i =. : 
: Albuquerque, N. M 9 8 * 9.5 
In — tax column are included 1.5c¢ federal tax Roswell. Wi - 6 “7 ¢ 
aie state taxes : Se ” es —_ : : apes 
*rices for small-lot deliveries range up to 2c higher age ht ca 2 E 8.9. *7.5 ; = S. O. Ohio—Sohio X-70: 
. y ‘ o » so » ) ’ » . 
than above prices Little Rock, Ark 8 . 6 ‘ 8 Consumer t. w., reseller and s. s. prices 
lexarkana, Ark 8 6 *5.5 6 up 0.5¢ at all points April 2. 
. T Muskogee, Okla 7 6 §.5 7 
a QO. Nebraska Oklahoma City.Okla 6 3.9 5.5 6.5 : 
Standard Red Crown Gasoline Pulsa, Okla 7 6 9.9 6 S. O. Indiana—Red Crown & Stanolind: 
(Regular Grade) *Taxes: In gasoline tax column are included these All prices up 0.5¢ at all points April 5. 
Gaso- Kero- city taxes— Albuquerque, & Roswell, 0.5c; Santa Fe 
ne sine lc. Texas de state tax applies within city limits of Tex- 
r.W. Dealer Taxes WwW. on. i = — tax applies within city Continental Oil—Gasoline: 
Omaha 10.9 o4 63 9 8 imits ol Ft. Smith, Ar ‘ - 
McCook ‘ 11 7.9 6.5 9 - *To consumers & dealers om pri} Bronz-2-2 & Demand cut 1.5 
- é r | 
pata 11 ’ 9 4 6 3 9 9 Discot nts To dealers only Cheyenne 1.5c¢ on I * | 
North Platte 11.3 9.95 6.5 10.2 Bronz-z-z & Demand; Tulsa le on Bronz-z-z, 0.5¢ on Muskogee Bronz-z-z & Demand up _ 0.5¢ | 
Scottsbluff 11.4 8.5 6.5 10 8 Demand April 1 
— 
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Prices in $ per bb!. of 42 U.S. gals. at the well 


CRUDE OIL PRICES 


A. P. I. gravity. Prices are effective as of 7 a. m. of dates as given 





EASTERN & CENTRAL STATES FIELDS 
PENNSYLVANIA GRADE 


Posted by Jos. Seep Purch. Agency (Jan. 27. “41 


Bradford-Allegany $2.30 
Southwest Penna $1.95 
Eureka (West Va. , $1.89 
Corning, ©. (Apr. 1, “41 : $1.17 


Posted by ‘Vide Water Assoc. Oil Co. (Jan. 27. °41) 
Bradford-Allegany $2.30 


Posted by The Pennzoil Co., (Jan. 27, °41) 


National Transit $2 .23* 
Posted by Valvoline Pipe Lines (Jan. 27, 1941) 
Bradford (kk & McKean Counties, Pa. $2.30 
Warren, Forest, Venango, Clarion & Butler 
Counties, Pa $2.23 
Allegheny, Beaver, Washington & Greene 
Counties, Pa $1 95 
West Virginia $1.89 
South Eastern Ohio $1 85 


*Applies to Cochran, Franklin, Hamilton & Doo- 
little districts; prices in other lower districts range 
down to $2.18 per bbl. at well. 

MICIIIGAN 
Posted by Pure Oil Co. (April 1, ‘tl 
Midland, Midland County $1 
Sherman, Clare-Freeman $1 
Posted by Simrall Corp. (April 1, ‘41 
Greendale, Porter, Vernon, Crystal & Wise $1.27 


> 
9» 


Buckeye, Bentley, Edenville, Beaverton & 
Monitor (sweet crude type $1 25 
Freeman, Redding, Lincoln & Wintertield $1.22 
West Branch-Areniac $1 07 
Hamilton-Grout 32.12 


Posted by Sohio Corp. (Mich. Div. 
Traverse crude in Allegan. Kent, Ottawa & Van 


suren Cos April 3, ‘41 $1 28 
Trenton crude, Monroe Co. April 3, *41 $1.22 
Posted by Bay Pipe Line Corp. (April Ll. ‘tl 

Saginaw & ise $1.27 Buckeye, Bentley & 
Kawkawlin $1 25 
Clare $0 96 Adams $1 10 


ILLINOIS-INDIANA-KENTUCh Y-OHLO 
Posted by Sohio Corp. 
IMinois Basin, including Griffin pool (April lL." t1) $1 
Carmi Storms, Hl. area (April 1, "41 I 
Birk City, Ky. area (April 1, 41 | 
Corydon, Ky. area, Henderson (April 1, "U1 I 
Posted by Ohio Oil Co. 
IMinois Basin (April 1, °41 $1 20 
Eastern Ill & Western Ind l 


Posted by Carter Oil Co. (April | 1 


Louden, Fayette Co. Il $1 20 
Posted by Mohawk Oil Lines. Ine. (April 1, ‘tl 
Southern Hlinois $1 20 


Posted by Ashland Oil & Transp. Co. 
Somerset oil in Ash. Lines. KRy.: (Aug. 21. °#9) 
Big Sandy River $1.12 Kentucky River $1.20 


Posted by OQwensboro- Ashland Co. 


Owensboro, Ky. area (April 1, "41 $1 15 
Posted by S. O. Ohio (April I. “fl 

Lima, O $1.05 

Cleveland, Lodi & Chatham (Q.) areas $1 10 


MID-CONTINENT 
OK LAHLOMA-KANSAS-NORTH 


See below for compa 


PEXAS 


ies posting and dates) 





p p a & 
_—— =N =* == 
m= . =, -, =, 
2. « ya ra ra 
6s $$ ss ss 
=7 =7 +7 = 7 

(,ravitys vA vA ra S. 
selow 21 $0 75 $0 65 $0 68 
21-21 .9 re 6i TO 
22-22 .9 79% re | 72 
23-23 .9 el 74 74 
4-24.9 83 rw 76 
25-25 .9 $5 80 $0.63 78 
6-269 87 83 68 BO 
27-27 .9 BY 86 73 82 
3-28 9 91 89 78 $1 
9-29 9 93 y2 83 86 
50-30 9 95 95 87 88 
1-319 97 97 91 90 
39-39 9 99 99 95 9? 
5-339 1.01 1 ol 1 ol 94 
1-34.9 1.03 103 1.03 96 
»-35 .9 1.05 1.05 1.05 98 
6-369 1.07 Lor 1.07 1 00 
37-37 .9 1.09 1.09 1.09 1 02 
8.9 1 tl :. 1 tl 1.04 
19-39 9 L.13 1.us 1.13 1 06 
10 & above 1.15 i. ta Be 1 08 


Above schedules posted by: 

No. 1: S. O. Indiana April 1, ‘tl in Okla. & Kans 
Continental Apr. 1, 41 in Okla. & Kans. with lowest 
grade Below 29 at $0.91 

No. 2: Carter & Magnolia Apr. 1. tb in Okla 

No. 3: Sinelair-Prairie Apr. 1, 41 in Okla. & Kans 

No. 4: Stanolind Apr. 1, ‘tl in N. Texas. Mag- 
nolia Apr. | tl in N. & N. Central Texas. The 
Texas Co. Mar. 29 Hl in N.-N. Central Texas 
Sinclair-Prairie Apr. 1, ‘41 in Mexia & N. Central 
Texas Continental Mar. 29, “41 in N. Texas 
Magnolia, Sinclair-Prairie. & Continental sched 
ules begin with Below 29 at $0.81. Texaco schedule 
begins with 28-28.9 at $0.84 











TEXAS & NEW MEXICO FIELDS 


Posted by Humble Oil & Refining Co.—( March 29, 194] 














Texas East West Pant 
Gulf Central Central W. ° Hawkins 
Gravity Refugio Coast Mirando Anahuac Dickinson Texas Texas New Mex. Texas 
Below 20 $0 98 $0 96 $0 93 $0.88 $0 83 $0 60 $0.73 
20-209 1.00 98 95 90 85 62 re) 
21-21.9 1.02 1.00 97 92 87 61 77 
y 1 04 1.02 99 94 89 66 79 
: 1 06 1.04 1.01 96 91 68 8 
24.9 1.08 1.06 1.03 98 93 70 83 
& above a eas 85 
25.9 1 i 1.08 1.05 1.00 95 $0.87 $0 7 72 
26.9 1.12 1.10 1.07 1.02 97 89 80 74 
2 1.14 ite 1.09 1.04 99 91 $2 76 
-2 1.16 1.14 1.11 1 06 1.01 93 84 78 
29-29 .9 1.18 1 16 1.33 1.08 1.03 95 86 80 
30-309 1.20 1.18 1.15 1.10 1.05 97 88 82 
31-31.9 [oe 1.20 1.17 1.12 1.07 99 90 %4 
32-32 .9 1.24 }.22 1.19 1.14 1.09 1.01 92 86 
33-339 1 26 1.24 }.21 1.16 1.11 1.03 91 88 
34-34.9 1.2 1.26 1.23 1.18 1.33 1.05 96 90 
35-35 9 1.30 1.28 i Ze 1.20 1.15 1.07 98 9? 
36-36.9 : 22 1.30 1.27 1.22 1.17 1.09 100 91 
37-37 .9 1.34 1.32 1.29 1.24 1.19 :.an 1 02 96 
38-38 9 1.36 1.34 1.31 1 26 1.21 1.13 1.04 98 
39-39 9 1 3t 1.36 : .33 1.28 1.23 1.15 1 06 1.00 
10 & above 1 1.38 1.35 1.30 1.23 1.17 1.08 1.02 
Refugio: Includes crude purchased in East White Point, Greta, Melon Creek, O'Connor-MeFaddin, Plymouth 


Saxet, Taft. & Tom O'Connor fields 


Texas Gulf Coast: Includes crude purchased in Amelia, Clear Lake, Goose Creek, Hastings, Magnet. Mykawa 
Mykawa New, Raccoon Bend, South Thompsons, Sugarland, Thompsons, & Webster fields 

Mirando: Includes crude purchased in Blanchard, Bridwell, Colorado, Comitas, Eagle Hill, Escobas, Fitzsimmons 
Glen, Government Wells (North & South), Heyser, Hoffman, Kelsey, Kohler, Loma Novia, Lundell, Manila, Mirando 
Valley, Placedo, Randado, Sarnosa, & Tesoro tields 

Anahuac: Includes crude purchased in Anahuac, Angleton, Cedar Point, Fishers’ Reef, Hull (Old & New 
Junction, Red Fish Reef, & Turtle Bay tields 


Dickinson: Includes crude purchased in Dickinson, Gillock, Hardin, League City, & Rowan tields 


Pierce 


East Central Texas: Includes crude purchased in Anderson, Cherokee, Limestone, & Navarro Counties, and 
Navarro Crossing field 

West Central Texas: Includes crude purchased in Brown, Callahan, Comanche, Eastland, Fisher, Haskell 
Jones, Shackelford, Stephens, & Throckmorton Counties 

Panhandle, West Texas & New Mexico: Includes crude purchased in Carson, Gray, Hutchinson & Wheeler 
Counties; Andrews, Crane, Crockett, Ector, Gaines, Glasscock, Howard, Reagan, Upton, Winkler, & Youkum 
Counties, Texas; Lea County, N 


Hawkins: Includes crude purchased in Hawkins Field, Wood County, Texas 





Conroe $1 33 Texas & Flag Lake $1.15 Clark. Zoboroski $i ot 

Tomball 1.30 ur Bluff. KE. Flour Bluff | 25 Alice, Benavides (N. Sweden), Sun 1.25 

Van . 0 98 Salt Flat, N. Salt Flat 1 ot Ben Bolt, Clark-Muil. Tom Graham 1 25 

Taleo 0.72 Darst Creek, Hilbig. Carroll | 01 Yates (Pecos Oo 85 
MAGNOLIA PETROLEUM CO, THE TEXAS CO. 


April 1, “41 March 29, ‘tl 


Panhandle, Vex. Same as Humble except Magnolia 


Panhandle, Tex. Same as Humble except Texaco 
begins with Below 29 at $0.78 


begins with 34-34.9 

W. Texas & Lea Co... N. M. Same as Humble 
except Texaco begins with 23 & below at $0.68 and 
ends with 36 & above at $0.91 


West Texas In Crane, Upton, Howard, Glasscock 
Mitchell, Winkler, Cochran, Hockley, Yoakum & 
Gaines Cos. Same as Humble except) Magnolia 
begins with Below 25 at $0.70 Fexas Gulf Coast) Same as Humble except Texaco 
ends with 34 & above at $1.26 

N. Mexico In Lea Co. Same as Humble except 
Magnolia begins with Below 25 at $0.70 & ends with 
to & above at $0.94 


Duval-Mirando, Tex. Same as Humble Mirando 
except Texaco ends with 28-28.9 at $1.11 


Refugio, Tex. Same as Humble except Texaco ends 
-™ ». P a 7 = O78 ~ . ° 
Cass & Panola Cos... Tex. Below 25 at $0.78. plu with 28-28.9 at $1.16 


2c per degree of gravity to 10 & above at $1.10 
Kast Texas $1.15 Cass Co... Vex. $1 10 


Mirando, Tex. Darst Creek. Tex. 1 01 Conroe, Tex. 1.33 


Same as Humble 





. Hockley & Cochran Cos.. Tex. 
East Texas $1 15 Lytton Springs $1005 
—_ reek l . aa ; “aaa - SHELL OLL CO.. INC. 
a Pi ) ‘oo. ’ f 
PFomball 1 30 March 29, “41 
Paleo $2 West Texas & Lea Co... No. Mo. Same as Humble 


except Shell ends with 36 & above at $0.91 
SINCLAIR-PRAIRIE OTL MARKETING CO. 


Fisher Co... Vex. Same as Humble Wo Central 


April i, oH exas except Shell begins with Below 25 at $0.76 
West Texas, Texas Panhandle & Lea Co., N. M. Kast Texas $1 15 Pecos Co., Tex., except 
Same as Humble except Sinclair-Prairie begins with Yates Shallow pool $0 85 
Below 25 at $0.70 Livingston area, Pecos Co... Yates Shallow 
Polk Co., Tex. 115 pool 72 


Vexas Gulf Coast) Same as Humble 


. , CONTINENTAL ODL CO. 
East Texas $1 15 Long Lake. Tex. $1 15 M a 1 
Eddy Co., N. M. Bt vw. « 
Carson & Hutchinson Cos., Tex. Same as Humble 
Panhandle except Continental begins with Below 29 


at $0.78 


Mirando, Vex. Same as Humble except Continental 
gins with Below 21 at $0.95 


STANOLIND OTL PURCHASING CO. 
April 1, “41 


Clinton, Tex. Same as Humble, Tex. Gulf Coast 
except Stanolod begins with Below 21 at $0.98 





Wade City, Tex. Same as Humble Refugio except 
Fairbanks. \. Houston & Rosslyn, Tex. Same Continental begins with Below 21 at $1.00 


as » Dickinson schedule : om 
is Humble Dic ssc as aa Clara Driscoll, Vex. Same as Humble Refugio 


except Continental begins with Below 21 at $1.00 and 
ends with 30 & above at $1.20 


STANOLIND ODL & GAS CO. Alfred & Magnolia City, Tex., $1.15 


April | 11 Eddy Co... N. M. Selow 29 at $0.68, plus 2e per 
degree of gravity up to 10 & above at $0.92 


EK. Texas. $1 15 Satsuma & Tomball. Tex. $150 


W. Beaumont. Jefferson Co... Tex. Same as 


Humble ‘Lex. Gulf Coast PAN AMERICAN PIPE LINE Co. 


: . : Apr. I, ‘tl 
Spindletop, Jefferson Co. & High Island, Gal- 2 » , 
veston Co.. ‘Tex. Same as Humble Tex. Gulf Coast Hastings & S. Houston. Tex. Same as tlumble 
except Stanolind begins with Below 21 at $0.98 Pex. Gulf Coast except Pan Am. begins with Below 
21 at $0.98 
Hendrick & Henderson, Winkler Co., Tex. Same Rast Texas $1.15 


as Humble Panhandle except Stanolind begins with Cavuga ( Anderson, Freestone & Henderson Cos 


Below zo at $0.72 Pex 85 




































































5 
CRUDE OIL PRICES (@2:30:/:" 
preceding page) 
CALIFORNIA Posted by Standard Oil of California 
All gravilies above those quoled lake highest price offered in the field. Prices effective March 12, 1941 
S « 
a> £ = 5 : E $ = $ 
ry : e § s 8 €& , 52 et 2 
=<: z 5 _ = ¢ - S. At: & © gS< = 
=o ¢ : t z 7 a = Ps = 2 © cP > £¢ re = Pa rs 
ae 4 «CS 5; & ae e— & & < wm >» sf §$& Sees 5 & ¢ 
suc YF 5 =: Es 2 e = ey z i 2° =mi2> - = > 
= a = =¢ sé ~ - o , =es = 
Ae = ss ’* 3$ Es £s t < t= e ¢ = 3 “$e r z P 
Gravity wes ¢§ se §&€ £E 65 <8 & & B= Og cc S £5 seth S oO B 
$0.65 $0.64 $0.63 $0.64 $0.65 $0.61 $0.65 $0.61 $0.61 $0.62 $0.63 $0.65 $0.65 $0.65 $0.65 
.65 64 .63 64 65 61 65 61 61 .62 63 65 65 65 65 | 
65 .64 63 64 65 61 65 61 61 62 63 65 65 65 65 | 
65 64 .63 68 65 61 65 .61 61 62 63 65 65 65 65 | 
65 .64 63 71 65 65 68 =. 61 61 62 63 65 65 65 65 
69 64 67 75 70 69 72 61 65 62 63 65 65 67 65 $0.65 | 
73.64 72 79 76 74 75 65 69 62 67 65 69 70 65 65 | 
78 64 .76 82 | 78 79 69 73 62 72 $0.63 65 74 74 67 65 } 
82 69 bl 86 86 82 82 te 77 .66 76 63 68 79 78 70 65 | 
86 75 85 89 92 86 §=6$0.71 86 78 82 71 81 67 71 84 82 74 68 | 
90 80 90 93 97 90 77 89 82 86 75 85 72 75 89 86 78 71 | 
95 . 86 94 96 1.02 95 82 93 86 90 80 89 77 79 94 90 82 75 | 
99 91 99 1.00 1.08 99 88 96 90 O41 84 94 82 83 99 95 85 
1.03 97 1.03 1.04 1.03 94 1.00 94 98 89 98 87 $0 83 $0.92 87 1.04 99 89 | 
1.07 1.02 1.07 1.07 1.07 99 1.03 98 93 1.02 91 86 95 91 1.09 1.03 92 
B20 2.07 1.8 1.10 1.10 1.04 1.06 1.02 98 1.06 96 89 97 95 1.14 1.07 94 | 
M1. $I 1.) 1.14 1.09 1.09 1.02 1.10 1.01 92 99 99 1.19 1.11 97 } 
:; , Re 1.17 1.14 Elwood Terrace 1.07 1.14 1.05 95 1.02 1.02 99 i 
Kettleman Hills — 1.20 1.20 1.19 F. O. B. ship. L.11 1.18 1.09 98 1.04 1.06 1.02 | 
$1.04 1.24 $1.13 Sao @.26 2.38 1.01 1.07 1.04 | 
1.08 1.29 1.16 1.20 2.26 1.39 1.04 1.09 1.07 } 
1.32 1.34 1.19 1.24 :.2e La «61.2 | 
1.35 1.39 lL. 28 1.27 1.10 1.14 
1.19 = 1.44 1.33 1.3] 1.13 1.16 
5 1.49 1.37 1.36 1.16 21.19 
= 1.54 1.42 119 | 
= 1.59 1.46 | 
tL 1.50 
1.54 
= 1.59 | 
“a 1.63 
= 1.67 
1.71 | 
*E1 Segundo prices same as Signal Hill. Wilmington prices same as Signal Hill, except below 19 gravity prices are: 14-16.9, $0.60; 17-17.9, $0.62; 18-18.9, $0.64. 
**I Includes Newhall, Mekittrick, Kern River, Round Mountain and Kern Front, schedule for which ends with 19-19.9. Mountain View schedule begins with 19-19.9. 
LOUISIANA-ARKANSAS LOUISIANA-ARKANSAS (Cont'd ROCKY MOUNTAIN FIELDS | 
Posted by S. O. Louisiana, Apr. 1, "41 Peated by Shell Gis Co., ine. (Ape. 3, “41 Posted by Stanolind Oil & Gas Co. (Oct. 11, °38, 

sai dlls . ° ~=9 lowa District. la. except Tensleep crude Feb. 1, °41) 

: Below 18. $0. 80 23-23.9. $0.91 29-29 9. $1.09 Salt Creek (except Tensleep crude), Midway & 

~ 2 ee 18-18.9 #2 24-24.9 97 30-309 1 il Dutton Creek, Wyo. 

- e Pe nS 19-199 $4 25-25.9 1.00 31-31.9 1.13 

an ; = = = 20-209 86 26-26 .9 1.03 32-32 .9 1.15 Below 29.$0.86 32-32 .9. .$0.94 36-36.9. . $1.02 
ga = t= as ee 21-21.9 Bb 21-27 .9 1.05 33-33 .9 Te iki 29-29 .9 ; ae .96 37-37.9.. 1.04 | 

-- 2° g* 2” @" 33 22-22.9 OL 28-28.9.. L.07 34K above 1.19 30-30.9 90 98 38-38.9.. 1.06 | 

So =o we Et as 23 lees 31-31.9 92 1.00 39-39.9.. 1.08 

Ss @ 58 8s #8 Roanoke District, La. 40 & above 1.10 
(aravity - ww = =] = ~~ Below 18.$0. 75 23-23.9. $0.89 29-29 9. $1 01 icccielecess Wvoming: 
1X above — $0.98 $1.08 $1.10 $1.20 $1. 20 18-189 (<= 24-24.9 92 30-30.9 1.06 ' ree Si ‘ein leeae P | 
39-39 9 0 1.06 1.08 LI8 1.18 19-19 9 =9 25-95 9 95 31-319 1.08 Fensleep ¢ rude $0 6515 Grass Creek Light $0.90 | 
38-389 OL LOL 1.06 1.16 116 20-209 81 26-26.9 98  32-32.9.. 1.10 Frannie Light (April == Grass Creek Heavy 40 | 
37-37 .9 92 1.02 104 Lit Lu 21-219 $3 27-27.9.. 1.00 33-33.9.. 1.12 Ra 65 Elk Basin = a 
36-36 9 90 1.00 1.02 1.12 1.12 2-22 .9 86 28-28 .9 1.02 StAX above 1 Lt Frannie Heavy 12 Iles, Colo. (April 1, 97 
35-359 88-98 «1.00 110110 eek th ic Wide, inca Weeden 2 Hamilton Dome $5 tl = @ 
35 & above $1.26 _ sa" Peston: uite “astle istricts, La. Posted by S. O. Indiana (June 5, °39 } 
. 8 of 08 1.08 LOR 1 24 Same as lowa District, except) Black Bayou, et : ve | 

86 ) ‘ 8 % 2 ete h Bel +4 % Lance Creek. Wwvo $0 

81 «—.9t = 96106-0622 gins with Below 20 at $0.64 : 

82 yg? OL Lot Lot 1.20 ‘ : . Posted by Ohio Oil Co. (Oct. 11. °38 | 
dans — ~ , Ib: , pe Gibson field, Terrebonne Par. La. $1 09 . en | 
31-319 80 90 92 1.02 1.02 1.18 Happytown field, St. Martin Par., La. 1.05 Elk Basin, Wyo. , $0.9 
30 & below 1 16 Grass Creek, Wyo. Light 90 
30-309 78 88 90 100) 1.00 Posted by Arkansas Fuel Oil Corp. Rock Creek, Wyo. (April 1, “41 1.05 
29-29 9 76 86 88 08 O8 Urania, La. (Apr. 1, “41 $105 Lance Creek, Wyo. (April 1, “41 32 

re Bt 86 96 96 Dry Creek, Mont 92 

iz 82 84 94 94 Posted by Continental Oil Co. (Apr. 1.41 Sunburst, Mont. (Nov. 16, “37 90 | 

= = = = i Fepetate, La $1.08 Posted by Continental Oil Co. (April 1, “41 | 

_ i 30 a 90 Ville Platte, La 1.10 Ft. Co & Wellington, Col. } 

és oo ac ox aR Lake Arthur, La 1 08 Below 29. $0.86 32-39 9 $0.94 36-36.9. .$1 02 | 

ot 86 Abbeville. La. 29-29 9 BS g3-33.9 96 37-37 .9 1.04 

6° 81 a an ee ale ee P 30-309 90 34-349 98 = 38-38.9 1.06 

«iy a Below ” $0) a 57-37 ™ ee “y : “r pe 1-319 92 IS_32 @ 1.00 39-399 1.08 

on 56-36 oF 6-38 & above é . 
Below 21 8 80 , ° 10 & above 1.10 
: I ae hd EP = o lo- Big Muddy, Wyo. $0.98 | 
CANADIAN FIELDS Cane Aas eee , Ce Conk. = | 
Atlanta schedule includes Buckner, Magnolia, Village i 2 Tithe rence, Col $0.95 Lance Creek, Wyo oe 
& Schuler (Jones Sand). Ark Posted by Imperial Oil Limited Cat Creek, Mont fas 
Western Ontario (Nov. 6, 1939 
Caddo schedule includes De Soto, Sabine, Fouke Petrolia $2.10 Oil Springs $2.17 | 
Homer, Miller Co., & Sugar Creek a ; - . : 
Turner Valley Crude Oil (Sept. 12, °40 
Rodessa schedule includes Cotton Valley & Shreve (Prices FOB producer's tankage 
port (Cross Lake 33-33.9..$1.08  44-44.9..$1.30 55-55.9..$1.52 
34-34.9 1.10 45-45 ..9 1.32 56-56.9 1.54 
Bunkie schedule includes Kola & Olla 39-30 .9 1.12 416-16 .9 1.34 57-57.9 1.56 
36-36 .9 1.14 47-47.9 1.36 58-58 .9 1.58 
37-37 .9 1.16 9 38 59-59 .9 1.60 
Darrow schedule includes Bayou Mallet, Choctaw 2n 20 ¢ 2 C 1.38 eee fe 
- : 38-38 .9 1.18 ’ 1.40 60-60 .9 1.62 
Jeanerette, Lirette, & S. Crowley, Port) Barre 20.20 ¢ > ri » < 
Potash, Roanok St. Martinvi ; 39-39.9.. 1.20 9. 1.42 61-61.9.. 1.64 
otash oanoke, & St lartinville 10-40 9 1.22 rr) 1.44 62-62.9 1.66 
41-41 .9 1.24 9 1.46 63-63 .9 1.68 
Big Creek, Dorcheat, MehKamie — Distillates 42-429 1.26 ? 1.48 64 & over 1.<0 
(Sour $1.05 43-43 .9 1.28 9 1.50 
Heavy Smackover Crude 76 
Cotton Valley Distillate 1.20 : : . + 0 
Cotton Valley (Holloway Sand Crude 115 Absorption Gasoline (Jan. 5, 1938 
90% Rec., 20 lb. Reid v.p. $1.94 
(Continued in next column 90% Rec. 17 Ib. Reid v.p. $2.08 | 
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SOR 8 Se Sk ae Oe oe Positions Wanted Professional Services 
tional Petroleum News, 530 Penton Build- 
ing, Cleveland, Ohio, unless otherwise spec- Jobber and fuel oil sales and operations 
ified man. Twelve years with major company, ACCURATE LABORATORY TESTS 
mid-west territory. Desire connection reput- GASOLINE Or. 
Business Opportunities able refiner or tank car marketer. Excel- standard Methods Emoteret 
lent references. Age 33, married. Box No mn re ae : _ an ples . 
Manufacturer’s Zepresentative, headquar- 877 Octane Ratings by A. S. T. M. CFR Unit 
ters in Cleveland. Has excellent oil com- THE DETROIT TESTING LABORATORY 
pany contacts in Ohio and Western Penn- ot ty . oe na i Det t Mict 
Sylvania. Looking for one additional line. Young man, 23, New York attorney, cum 554 Bagley Avenue, SUGh, sce 





Commiss asis , - N R7C ; 
1ission basis only. Box No. 879. laude law, college graduate, deferred, single, 


personable; newspaper, publicity, govern- 
ment experience. Will travel. Seeks good 





Situation Open ROYAL E. BURNHAM 











position. Box No. 878. Attorney-at-Law 

SALES PROMOTION Patent and Trade Mark Practice 
Wanted Promotion man with ex- Attention Refiners: Twelve years. East, Exclusively 
erience i i ar j rite 7 i N > Wes selling gasolines 
nee in oil marketing to write South and narod West, selling pememnaassn 511 Eleventh Street, N. W. 
and produce sales presentations, and oils to Brokers, Jobbers and Consumers Washington, D. C 
sales portfolios, broadsides and Interview desired. Box No. 880 . <tane 
other direct mail. For company 
in Middle West. Preferably in * £2 
his thirties. In applying please Classified Rates HUNTLEY & HUNTLEY 





state education, experience, sal- 



































ary. Enclose recent photograph. “For Sale.” “Wanted to buy,” “Help Petroleum Geologists and Engineers 
Address Box 874, N. P. N. Wanted.” “Business Opportunities,” L. G. Huntley J. R. Wylie. Wt 
“Miscellaneous” classifications, set in . . ‘ 
type, this size without , border. 30 Grant Building Pittsburgh, Pa. 
y - ber insertion. 
, WANTED “Position Wanted”’—5 cents a word a 
Wanted Experienced Sales Exec- Minimum charge $1.00 per insertion. 
utive capable in selling and su- Advertisements set in special type ANTI-KNOCK VALUES 
pervising tank car, barge and EE ee ee rig eon DETERMINATIONS 
cargo movements through Cen- saturaay preceding ane of awe. The Gray Industrial Laboratories 
tral and Eastern part of the All advertisements carried on this Chemists and Engineers 
United States . . . Give age, ex- page are payable in advance. Specialists on Petroleum Products 
perience, education and _ refer- No agency commission or cash dis- ett a ey ave. 
ences. Box No. 876. counts on classified Advertisements. Telephone. Bigelow 3.4020 

















f | Natural Gasoline Supply Men's 
, ~ 
, Ass'n 
ADVERTISERS’ INDEX eS 
i New York Lubricating Co 
/ 
. Ohio Oil Co., Ine 
Overhead Door Corp 
Erie Meter Systems, Inc Pawling Refining Co 
This index is published as a convenience Ethyl Gasoline Corp Pennsylvania Grade Crude Oil As 
t the reader. Every care is taken to sociation 
make it accurate, but National Petro- Farrell Mfg. Co Pennsylvania Petroleum Products 
leum News assumes no responsibility for Fleet-Wing Corp Outside Back Cover Co. 
é rs or omissions, Ford Motor Co. Pennsylvania Rubber Co 33 
Freedom Oil Co 44 Philadelphia Valve Co 
Fruehauf Trailer Co Phillips Petroleum Co 
Pittsburgh Equitable Meter Co 
Acheson Colloids Corp. General American Transportation Pure Oil Co 
American Can Co. Corp 
American Flange & Mfg. Co General Motors Truck & Coach Quaker State Oil Refining Co 
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a rican eer & Metals, Inc Gilbe rt & 3arker Mfg. Co Reeves Brothers 
mere an elephone & Telegraph Goodall Rubber Co. : Republic Oil Co 
oO Goodyear Tire & Rubber Co Roper Corp., Geo. D 
Graver Tank & Mfg. Co., Inc 
Badger & Sons Co., E. B car Ga ese, = Sani-Flush (The Hygienic Products _ 
Blackmer Pump Co. : Co.) 1D 
Bradford Oil Refining Co. Service Station Equipment Co 
Brodie Co. Inc., Ralph N. Heil Co Shell Oil Co., Ine 
Inside Front Cover Humble Oil & Refining Co i Sinclair Refg. Co., Ine 
Brunner Mfg. Co Smith Meter Co 
Buckeye Iron & Brass Works 2 International Harvester Co Socony-Vacuum Oil Co 35 
Butler Manufacturing Co. Standard Steel Works 
Kellogg Division. American Brake Sun Oil Co. 

Champion Spark Plug Co 36, 37 Shoe & Foundry Co : ; 
Chevrolet Motor Division, General Kidde, Walter & Co., Inc Texaco Development Corp oo 
Motors Sales Corp. 29 Thornton Tandem Co . 
Chicago Bridge & Iron Co. 13 Leland Electric Co Tokheim Oil Tank Co. Inside Back Cove! 
Cities Service Oil Co 6 a 
a pen Steel Tank Co. McDonald Mfg. Co.. A. Y. Universal Oil Products Co. eS 1% 

-ontine ntal Can Ce. 1 Mack Mfg. Co I S. Industrial Chemical Oo 
beri Can Co. Bo sles age Master Electric Co. 
Curtis Pneumatic Machinery Co Mixing Equipment Co., Inc. Viking Pump Co 
Morrison Bros. 
Davidson Enamel Products, Ince Morton Salt Westinghouse Electric & Mfg. Co. 
Dayton Pump Co. Wheeling Corrugating Co 
Dodge Division, Chrysler Corp 5 National Petroleum News Witte Engine Works 
Du Pont de Nemours & Co., E. I. National Pumps Corp Wood River Oil & Refining Co 
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Rescuing injured animals and polic- 
ing over-anxious hunters in his capaci- 
ty as deputy game warden, keeps H. D. 
Brown, Jr., Brundred Oil Corp., Oil 
City, Pa., supplied with an extra help- 
ing of excitement over and above the 
hazards of his everyday duties as an 
oil lease worker. Two of his most re- 
cent harrowing experiences’ include 
battling the charge of a fear-crazed 
deer and finding himself trapped in 
a long railroad tunnel with a freight 
train in the offing. He narrowly es- 
caped both times, and R. B. Bossler, 
of the same company, who accompa- 
nied Mr. Brown on the deer escapade, 
also managed to avoid injury. 


* * * 


Lester Jackson, now of Pensacola, 
Fla., is not expecting very prompt de- 
livery of his mail these days. Ac- 
countant-chemist at Warren Petroleum 
Co.’s Fairbanks, Tex., plant, he was 
transferred from Fairbanks to Tulsa 
and before he had time to find a peg 
for his hat on the wall of Warren’s 
Tulsa office, he was ordered to report 
to the Navy at Pensacola. Mr. Jack- 
son is a yeoman in that service. The 
Warren crowd expects to become ac- 
quainted with him after world con- 
ditions settle down. 


* * 1* 


Ralph 8S. Cooley, in charge of the 
West Texas-New Mexico district for 
The Sloan and Zook Co., Bradford, 
Pa. during the past 5 years, has re- 
signed his position to open an office 
in the First National Bank Building 
in Midland, Texas for George P. Liv- 
ermore, Inc. Mr. Cooley will act as 
assistant to Mr. Livermore, devoting 
most of his time to exploration ac 
tivities, 


On hand for the launching of At 
lantic Refining Co.’s newest tanker the 
SS. E. H. Blum at Chester, Pa., 
vards of the Sun 
Shipbuilding and 
Dry Dock Co., 


Blum, who spon- 
sored the new 
vessel, and E. H. 
Blum, _ vice-presi- 
dent in charge of 
domestic produc- 


were Robert H. = 
Colley, Atlantic’s — 
president, Mrs. 

Colley, Mrs. \ 





tion after whom 
the ship was 
named. 


6 


R. H. Colley 


A native Texan 
who received his 
“Petroleum and 
Mud Baptism” at 
Burkburnett, John 
von Carlowitz has 
been newly elect- 
ed vic2-president 
and treasurer of 
Bradford Oil Re- 
fining Co., Brad- 
ford, Pa. Mr. von 
Carlowitz has 
been purchasing 
agent and export 
manager for Bradford during the past 
three years, and in his new position 
succeeds R. B. Sibley, who resigned 
recently as treasurer. Mr. von Carlo- 
witz attended University of Texas un- 
til entering the U. S. Army in 1918 
at Camp Pike, Ark. He was later en- 
gaged in engineering and cost account- 
ing, and entered the refining business 
in 1920. With the exception of a year 
abroad, he has been in Bradford since 
1936. 





J. K. Sullivan, Houston, reports that 
he is taking over the former site and 
warehouse of the Pioneer Oil Co. at 
Houston and will operate under his 
own name. J. H. Miles, former owner 
of Pioneer, sold his company inter. 
ests to Southport Petroleum Co. 


* 


Incorporated as a research medium 
for new industrial techniques in Okla- 
homa, the Oklahoma Research Insti 
tute has elected Lloyd Noble, Ard 
more, Noble Drilling Co., its first presi 
dent and Erle P. Halliburton, Duncan 
industrialist, vice president. Earle S. 
Porter, Tulsa oilman, was one of the 
incorporators. Research will be car- 
ried on under the supervision of the 
University of Oklahoma faculty. 


* +. 


Mrs. Colley, Mrs. Blum, E. H. Blum 





Ira T. Peacock, Montreal divisional 
manager of the Canadian Oil Com 
panies Limited, was recently host to 
150 company employes at a dinner 
dance in the Windsor Hotel. Occasion 
for the celebration of the Montreal 
division, was winning for the third 
time, the silver leadership cup offered 
for competition among all divisions. 
The winners, who now become the 
cup owners, were congratulated by 
John Irwin, president. 

* * * 

F. E. Wood is now assistant to the 
vice-president in charge of production 
for Standard Oil Co. (Indiana) mov- 
ing up from his previous position as 
superintendent of gasoline pipelines 
and engineer in the production depart- 
ment. Mr. Wood, who came with In- 
diana Standard in 1930, graduated 


from University of Denver and studied 
at Colorado School of Mines. Later, he 
served as industrial research fellow at 
the University of Denver. His promo 
tion was announced recently by Ed- 
ward G. Seubert, president. 





Edward N. McDonald, Pittsburgh, 
Pa., has been elected vice-president in 
charge of retail sales for Freedom Oil 
Co., announces William G. Bechman, 
executive vice-president. Ralph E. 
Neeley, also of Freedom, has been ap- 
pointed manager of bulk plants and 


service station distribution in Ohio 
and West Virginia. 
* . 


Listed as originator of the “first 
large-scale bathing beauty contest for 
unmarried ladies between 5 and 12,” 
Lew Wentz, Ponca City oil man, broke 
into the “Portfolio of Personalities” 
section of the April issue of Coronet. 
After discussing the oilman’s_ philan- 
thropies to crippled children, the ar- 
ticle concluded that “although he is 
generous with his money, Wentz hasn't 
yet shown a willingness to share his 
life, evidently quite content to remain 
a millionaire bachelor.” 
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